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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


«Tar’ 


“Nicotine’ 


CO 


Brand 


me/cie 

ma/cie 

nie/cie 

15 . 3 ± 0.2 

1 . 03 + 0.02 

13 . 9 + 0.2 

15 . 0 ± 0.3 

0 . 99 + 0.02 

14 . 8 + 0.4 

14 . 9 ± 0.2 

1 . 06 + 0.02 

14 . 2 + 0.3 

9 . 3 ± 0.1 

0 . 71 + 0.01 

9 . 8 + 0.2 

9 . 1 ± 0.2 

0 . 70 + 0.01 

9 . 7 + 0.2 

9 . 4 ± 0.2 

0 . 74 + 0.01 

10 . 9 + 0.2 

16 . 4 ± 0.3 

1 . 26 + 0.03 

14 . 5 + 0.3 

. 16 . 4 ± 0.3 

1 . 27 + 0.02 

15 . 6 + 0.4 

. n . 2 ± o.i 

0 . 90 + 0.01 

11 . 9 + 0.2 

, 11 . 6 ± 0.2 

0.97 + 0.02 

12 . 0 + 0.3 

. 10 . 9 ± 0.2 

0 . 94 + 0.02 

11 . 1 + 0.2 

. 10 . 2 ± 0.2 

0 . 79 + 0.02 

9 . 7 + 0.2 

, 8 . 4 ± 0.2 

0.63 + 0.02 

8 . 5 + 0.2 

. 14 . 5 ± 0.3 

1 . 16 + 0.02 

13 . 3 + 0.2 

. 13 . 8 + 0.2 

1 . 18 + 0.01 

13 . 3 + 0.2 

. 8.9 + 0.1 

0 . 80 + 0.01 

9.5 + 0.2 

, 9 . 5 ± 0.2 

0 , 88 + 0.02 

10 . 4 + 0.2 

. 14 . 2 + 0.4 

1.18 + 0.03 

11 . 0 + 0.3 

, 15 . 7 + 0.3 

1.14 + 0.02 

14 . 9 + 0.3 

, 15 . 6 + 0.3 

1 . 14 + 0.02 

14 . 4 + 0.3 

. 16 . 2 + 0.2 

1 . 14 + 0.02 

15 . 5 + 0.2 

. 15 . 4 + 0.2 

1 . 10 + 0.02 

14 . 0 + 0.3 

. 5 , 4 ± 0.2 

0 , 47 + 0.01 

6 . 1 + 0.2 

. 5 . 2 + 0.2 

0 . 44 + 0.01 

6 . 3 + 0.2 

. 10 . 3 + 0.1 

0 . 80 + 0.01 

11 . 0 + 0.3 

. 10 . 6 + 0.2 

0 . 81 + 0,01 

11 . 0 + 0.3 

. 10 . 3 + 0.2 

0 . 79 + 0.01 

11 . 4 + 0.3 

. 10 . 2 + 0.2 

0 . 78 + 0.02 

11 . 1 + 0.2 

. 11 . 5 + 0.3 

0 . 88 + 0.02 

10 . 1 + 0.3 

. 8 . 2 + 0.2 

0 . 08 + 0.00 

8 . 0 + 0.3 

. 8 . 6 + 0.1 

0 . 08 + 0.00 

8 . 2 + 0.2 

. 8 . 3 ± 0 .i 

0 . 09 + 0.00 

7 . 9 + 0.2 

. 7 . 7 + 0.2 

. 0 . 08 + 0.00 

7 . 6 + 0.2 

. 26 . 7 + 0.5 

1 . 67 + 0,03 

16 . 0 + 0.5 

. 15 . 9 + 0.2 

1.14 + 0.02 

15 . 5 + 0.3 

, 15 . 3 + 0.3 

1 . 12 + 0.02 

17 . 5 + 0.4 

. 10 . 2 + 0.2 

0 . 81 + 0.01 

11 . 7 + 0.2 

. 10 . 1 + 0.2 

0 . 81 + 0.01 

11 . 4 + 0.2 

. 10 . 1 + 0.2 

0 . 84 + 0.02 

12.5 + 0.3 

. 10 . 6 + 0.2 

0 . 88 + 0.02 

12 . 8 + 0.3 

. 14 . 1 + 0.3 

0.98 + 0.02 

13.0 + 0.3 

. 10 . 1 + 0.2 

0 . 75 + 0.01 

11 . 3 + 0.2 

. 14 . 8 + 0.2 

1 . 10 + 0.03 

15 . 5 + 0.3 

. 9 . 9 + 0.2 

0 . 82 + 0.02 

10 . 3 + 0.3 

. 16 . 9 + 0.3 

1 . 11 + 0.02 

14 . 8 + 0.3 


B & H De-Nic lOO's Menthol lOOFMHP. 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand _ 

Cambridge Full Flavor lOO's lOOFSP .. 

Cambridge Lights KFSP.... 

Cambridge Lights Menthol KFMSP. 

Cambridge Lights lOO's lOOFSP... 

Cambridge Lights lOO's Menthol lOOFMSP... 

Cambridge Ultra Low Tar lOO's lOOFSP. 

Camel RNFSP. 

Camel Filters KFHP. 

Camel Filters KFSP. 

Camel Filters lOO’s lOOFSP. 

Camel Lights KFHP... 

Camel Lights KFSP. 

Camel Lights iOO’s lOOFSP. 

Camel Ultra Lights KFHP. 

Camel Ultra Lights KFSP... 

Camel Ultra Lights lOO's lOOFHP. 

Capri lOOFHP. 

Capri Menthol lOOFMHP. 

Capri Super Slim 120’s 120FHP. 

Capri Super Slim 120's Menthol 120FMHP... 

Carlton Ultra KFHP. 

Carlton KFSP. 

Carlton Menthol KFMSP. 

Carlton 83 KFHP. 

Carlton lOO's lOOFHP. 

Carlton lOO's Menthol lOOFMHP. 

Carlton lOO's lOOFSP. 

Carlton lOO's Menthol lOOFMSP.. 

Carlton 120's 120FSP. 

Carlton 120's Menthol 120FMSP. 

Cartier 100 lO's lOOFHP. 

Cartier 100 lO's Menthol lOOFMHP. 

Cartier 100 20's lOOFHP.. 

Cartier 100 20's Menthol lOOFMHP. 

Century 25's (25) KFSP. 

Century 25's lOO’s lOOFSP... 

Century 25's Lights (25) KFSP. 

Century 25's Lights lOO's lOOFSP. 

Century 25's Lights lOO's Menthol lOOFMSP 

Chelsea lOOFHP. 

Chesterfield RNFSP... 

Chesterfield KNFSP.. .. 

Chesterfield Filter Lights KFSP. 

Chesterfield Filter Lights lOO's lOOFSP. 

Class A Deluxe Full Flavor KFSP .. 

Class A Deluxe Full Flavor lOO’s lOOFSP. 


«Tar” “Nicotine” CO 

mg/cig mg/cig mg/cig 

16 . 9 ± 0.2 1 . 10 ± 0.02 16 . 4 ± 0.4 


,. 11 . 7 ± 0.2 0 . 

.. 11 . 9 ± 0.3 0 . 

.. 10 . 9 + 0.2 0 . 

.. ll . i ± 0.1 0 . 

.. 4 . 0 ± 0.1 0 . 

.. 21 . 8 ± 0.3 1 . 

.. 17.3 + 0.3 1 . 

.. 14 . 7 ± 0,3 1 . 

.. 16 . 6 ± 0.3 1 . 

.. 9 . 4 + 0.1 0 . 

.. 11.5 + 0.1 0 . 

.. I 1 . 0 ± 0.1 0 . 

.. 5 . 6 + 0.2 0 . 

.. 5 . 8 + 0.2 0 . 

,. 6 . 0 ± 0.2 0 . 

.. 9 . 5 ± 0.2 0 . 

.. 9 . 2 ± 0.2 0 . 

.. i 3 . 5 ± 0.2 1 . 

.. 12 . 0 ± 0.3 0 . 

< 0.5 < 0 . 

.. 1 . 0 ± 0 .i 0 . 

.. l . OiO.l 0 . 

.. 1 . 2 + 0.1 0 . 

.. 1 . 2 ± 0.1 0 . 

.. L 0 ± 0.1 0 . 

.. 1 . 9 ± 0.1 0 . 

.. 2 . 0 + 0.1 0 . 

.. 5 . 5 ± 0.2 0 . 

.. 5 . 3 + 0.2 0 . 

.. 8 . 7 L 0.2 0 . 

.. 8 . 2 ± 0.2 0 . 

.. 8 . 4 ± 0.2 0 . 

.. 8 . 6 L 0.2 0 . 

.. 14 . 7 ± 0.3 1 . 

.. 15 . 8 ± 0.3 1 . 

.. 8 . 0 + 0.2 0 . 

.. 11 . 2 ± 0.2 0 . 

.. 11 . 3 L 0.1 0 . 

.. 10 . 2 + 0.2 0 . 

.. i 7 . 7 ± 0.4 1 . 

.. 22 , 2 ± 0.3 1 , 

.. 9 . 7 ± 0.2 0 . 

.. 10 . 2 + 0.2 0 . 

.. 14 . 8 + 0.2 1 . 

.. 14 . 6 + 0.2 1 . 


83 + 0.02 

1 L 4 ± 0.3 

86 ± 0.02 

11 . 9 ± 0.3 

80 ± 0.01 

12 . 5 ± 0.2 

83 ± 0 . 0 i 

12 . 8 ± 0.3 

37 ± 0.01 

5 . 8 ± 0.2 

52 ± 0.03 

12 . 8 ± 0.4 

24 ± 0.03 

15 . 5 ± 0.3 

06 ± 0.02 

13 . 0 ± 0.2 

08 ± 0.02 

16.3 ± 0.3 

68 + 0.01 

11.8 ± 0.2 

83 + 0.01 

1 I . 9 ± 0.2 

82 ± 0.01 

12.1 ± 0.2 

54 + 0.01 

7.9 ± 0.2 

56 + 0.02 

8 . 0 ± 0.3 

55 ± 0.02 

8.3 ± 0,3 

76 ± 0.02 

6 . 0 ± 0.2 

70 ± 0.02 

5 . 8 ± 0.2 

03 ± 0.02 

8 . 9 ± 0.2 

89 ± 0.02 

7.4 ± 0.2 

05 

< 0.5 

14 ± 0.01 

1 . 9 ± 0.1 

13 ± 0.01 

1 . 8 ± 0.1 

16 ± 0.01 

2 . 0 ± 0.1 

15 ± 0.01 

1 . 5 ± 0.1 

13 ± 0.01 

1.3 ± 0.1 

21 ± 0.01 

2 . 4 + 0.1 

23 ± 0 . 0 l 

2.5 ± 0.1 

52 ± 0.01 

4 . 4 ± 0.1 

52 ± 0.02 

4 . 2 ± 0.2 

74 + 0.02 

7.8 + 0.1 

70 ± 0,01 

7 , 2 ± 0,2 

72 ± 0.01 

7.3 ± 0.2 

73 ± 0.01 

7 . 4 ± 0.2 

04 ± 0.03 

16.8 + 0.4 

18 ± 0.03 

i 8 . 8 ± 0.4 

69 + 0.02 

9 . 5 + 0.2 

95 ± 0.02 

12 . 3 ± 0.3 

84 ± 0.01 

12 . 6 ± 0,2 

81 ± 0.01 

9 . 7 ± 0.2 

11 + 0.02 

10.9 ± 0.4 

40 ± 0.03 

14 , 2 ± 0.3 

74 ± 0.01 

ll . l ± 0.2 

81 ± 0.02 

10 . 7 ± 0.2 

07 ± 0.02 

13 . 7 ± 0.3 

11 ± 0.02 

13 . 7 ± 0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand 

Class A Deluxe Lights KFSP. 

Class A Deluxe Lights lOO's lOOFSP. 

Class A Deluxe Ultra Lights 100's lOOFSP. 

Commander RNFSP. 

Commander KNFSP. 

Dakota KFHP. 

Dakota Lights KFHP. 

Doral Full Flavor KFSP... 

Doral Full Flavor Menthol KFMSP. 

Doral Full Flavor lOO's lOOFSP. 

Doral Full Flavor lOO's Menthol lOOFMSP. 

Doral Lights KFSP. 

Doral Lights Menthol KFMSP. 

Doral Lights lOO's lOOFSP. 

Doral Lights lOO's Menthol lOOFMSP. 

Doral Ultra Lights KFSP. 

Doral Ultra Lights lOO's lOOFSP. 

English Ovals KNFHP. 

Eve Ultra Lights Slim lOO's lOOFHP.. 

Eve Ultra Lights Slim lOO's Menthol lOOFMHP 

Eve Lights 120's 120FHP. 

Eve Lights 120's Menthol 120FMHP. 

Eve Ultra Lights Slim 120's 120FHP. 

Eve Ultra Lights Slim 120's Menthol 120FMHP 

Harley Davidson KFSP. 

Harley Davidson Lights KFSP. 

Herbert Tareyton KNFSP. 

Heritage Lights KFSP. 

Heritage Lights 100s lOOFSP ... 

Hi-Lite lOOFHP. 

Horizon Lights lOOFSP. 

Horizon Lights Menthol lOOFMSP. 

Kent Golden Lights KFHP... 

Kent Golden Lights KFSP. 

Kent Golden Lights Menthol KFMSP. 

Kent Golden Lights 100s lOOFHP. 

Kent Golden Lights 100s lOOFSP. 

Kent Golden Lights 100s Menthol lOOFMSP_ 

Kent KFHP. 

Kent KFSP... 

Kent 100slOOFSP. 

Kent lOOs Menthol lOOFMSP. 

Kent in Ultra Lights KFSP. 

Kent III Ultra Lights 100s lOOFHP. 

Kent III Ultra Lights 100s lOOFSP. 

Kool RNFMSP. 


“Tar” 

“Nicotine” 

ms/cis 

CO 

m2/ci2 

12 . 1 ± 0.2 

0 . 90 + 0.02 

11 . 5 + 0.2 

10 . 6 ± 0.2 

0 . 86 + 0.01 

11 . 6 + 0.2 

5 . 9 ± 0.1 

0 . 55 + 0.01 

5 . 6 + 0.1 

22 . 0 ± 0.4 

1 . 41 + 0.02 

12 . 3 + 0.2 

27.1 ± 0.3 

1 . 70 + 0.02 

16 . 2 + 0.4 

16 . 5 ± 0.3 

1 . 21 + 0.02 

14 . 8 + 0.3 

11 . 4 + 0.2 

0 . 93 + 0.01 

11 . 3 + 0.3 

15 . 4 ± 0.2 

1 . 18 + 0.02 

14 . 0 + 0.2 

16 . 0 ± 0.3 

1 . 17 + 0.03 

14 . 7 + 0.3 

15 . 6 + 0.2 

1 . 19 + 0.02 

16 . 3 + 0.3 

15 . 8 ± 0.3 

1 . 19 + 0.02 

16 . 6 + 0.4 

10 . 3 + 0,2 

0 , 83 + 0.02 

10 . 5 + 0.2 

9 . 5 ± 0.2 

0 . 73 + 0.02 

9 . 6 + 0.2 

10.6 + 0.2 

0 . 92 + 0.02 

9 . 7 + 0.3 

9.4 + 0.2 

0 . 73 + 0.02 

12 . 5 + 0.3 

5 . 2 ± 0,1 

0 . 52 + 0.01 

6 , 6 + 0.1 

5.2 + 0 .I 

0 . 51 + 0.01 

7 . 2 + 0.2 

24 . 3 + 0.5 

1 . 91 + 0.04 

15 . 1 + 0.6 

5 . 7 ± 0,2 

0 . 55 + 0.01 

4 . 4 + 0.1 

5 . 8 + 0.2 

0 . 56 + 0.01 

4 . 5 + 0.1 

12 . 9 + 0.4 

1 . 00 + 0.03 

11 . 3 + 0.4 

12 . 6 + 0.2 

1 . 00 + 0.02 

11 . 0 + 0.3 

5.2 ± 0.1 

0 . 51 + 0.01 

3 . 7 + 0.1 

5.3 ± 0.2 

0 . 51 + 0.02 

3 . 7 + 0.1 

11 . 0 ± 0.2 

0 . 81 + 0.01 

11 . 9 + 0.3 

8 . 1 + 0.2 

0 . 69 + 0.01 

10 . 7 + 0.2 

25 . 4 + 0.5 

1 . 65 + 0.03 

17 . 7 + 0.3 

10 . 5 + 0.2 

0 . 86 + 0.01 

12 . 5 + 0.4 

11 . 1 + 0.2 

0 . 91 + 0.02 

14 . 0 + 0.3 

13 . 3 + 0.2 

1 . 09 + 0.02 

13 . 1 + 0.3 

10 . 8 + 0.1 

0 . 82 + 0.01 

11 . 4 + 0.2 

11 . 4 + 0.2 

0 . 89 + 0.02 

11 . 2 + 0.1 

7 . 3 + 0.1 

0 . 64 + 0.01 

9 . 5 + 0.2 

7 . 9 + 0.2 

0 . 68 + 0.01 

10.5 + 0.3 

7 . 9 + 0.1 

0 . 66 + 0.02 

10 . 5 + 0.2 

8 . 6 + 0.2 

0 . 74 + 0.02 

9 . 8 + 0.3 

8 . 6 + 0.2 

0 . 77 + 0.02 

9 . 7 + 0.4 

8 . 8 + 0.2 

0 . 76 + 0.02 

10 . 4 + 0.4 

11 . 5 + 0.2 

0 . 81 + 0.01 

12 . 5 + 0.3 

12 . 0 + 0.1 

0 . 86 + 0.01 

13 . 2 + 0.3 

12 . 7 + 0.2 

0 . 94 + 0.01 

12 . 9 + 0.3 

12 . 7 + 0.1 

0 . 95 + 0.01 

12 . 7 + 0.3 

3 . 5 + 0.2 

0 . 36 + 0.01 

4 . 1 + 0.2 

4 . 3 + 0.1 

0 . 42 + 0.01 

5 . 7 + 0.2 

4 . 8 + 0.2 

0 . 45 + 0.01 

6 . 3 + 0.3 

20 , 7 + 0.6 

1 . 31 + 0.04 

13 . 5 + 0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand 


KoolKFMHP. 

Kool KFMSP. 

Kool Super Longs lOO's lOOFMSP. 

Kool Lights KFMSP. 

Kool Lights lOO’s lOOFMSP. 

Kool Deluxe Lights KFMHP. 

Kool Deluxe Lights lOO’s lOOFMHP... 

Kool Deluxe Ultra KFMHP. 

Kool Deluxe Ultra lOO's lOOFMHP .... 

Kool Milds KFMHP. 

Kool Milds KFMSP. 

Kool Milds lOO’s lOOFMSP. 

Kool Ultra KFMSP. 

Kool Ultra lOO's lOOFMSP. 

L&MKFHP. 

L & M KFSP. 

L & M Super 100 lOOFSP. 

L & M Long Lights lOOFSP. 

L & M 30's lOO’s lOOFSP. 

L & M 30’s Lights lOO's lOOFSP. 

L & M 30’s Ultra Lights lOO’s lOOFSP 

Lark KFSP. 

Lark lOOFSP. 

Lark Lights KFSP. 

Lark Light lOO’s lOOFSP. 

Lucky Strike RNFSP. 

Lucky Strike KFHP. 

Lucky Strike KFSP. 

Lucky Strike Filters lOO’s lOOFSP. 

Lucky Strike Lights KFSP.. 

Lucky Strike Lights lOO’s lOOFSP. 

Magna KFHP.'. 

Magna KFSP. 

Magna Lites KFHP. 

Magna Lites KFSP... 

Malibu Filters KFSP... 

Malibu Menthol KFMSP. 

Malibu lOO’s lOOFSP. 

Malibu Menthol lOO's lOOFMSP. 

Malibu Lights KFSP. 

Malibu Lights lOO’s lOOFSP. 

Malibu Ultra Lights lOO’s lOOFSP. 

Marlboro KFHP. 

Marlboro KFSP.... 

Marlboro Menthol KFMSP. 

Marlboro lOO’s lOOFHP. 


“Tar” “Nicotine” CO 


15 . 4 + 0.2 
16 . 4 + 0.2 
16 . 1 + 0.2 
7 . 8 + 0.2 
S . 1 + 0.2 
8,8+0.1 
9 . 7 + 0.3 
5 . 3 + 0.2 
5 . 8 + 0.1 
11.6+0.2 
11 . 4 + 0.2 
11 . 7 + 0.2 
2.0+0.1 
5 . 2 + 0.2 
12 . 7 + 0.2 
12 . 7 + 0.2 
11 . 3 + 0.2 
7 . 6 + 0.2 
14 . 2 + 0.3 
11 . 5 + 0.2 
5 . 8 + 0.1 
13 . 3 + 0.3 
13 . 7 + 0.2 
11 . 8 + 0.3 
12.2+0.2 
24 . 7 + 0.5 
13 . 1 + 0.2 
13 . 0 + 0.2 
13 . 4 + 0.1 
8.1+0.2 
8 . 9 + 0.2 
16 . 4 + 0.6 
15 . 4 + 0.3 
11 . 3 + 0.4 
11 . 7 + 0.2 
15 . 5 + 0.3 
16 . 0 + 0.3 
15 . 4 + 0.2 
11.2+0.2 
8 . 7 + 0.2 
9 . 0 + 0.2 
5 . 8 + 0.1 
15 . 8 + 0.2 
15.6 + 0.3 
15 . 6 + 0.2 
16 . 0 + 0.3 


m£/cig 

1 . 03 + 0.02 
1 . 09 + 0.02 
1 . 17 + 0.01 
0 . 66 + 0.02 
0 . 68 + 0.01 
0 . 80 ± 0;02 
0 . 90 + 0.02 
0 . 54 + 0.01 
0 . 58 + 0.01 
0 . 87 + 0.02 
0 . 86 + 0.02 
0 . 90 + 0.02 
0 . 19 + 0.01 
0 . 46 + 0.02 
0 . 94 + 0.01 
0 . 95 + 0.01 
0 . 92 + 0.02 
0 . 76 + 0.02 
1 . 07 + 0.02 
0 . 92 + 0.01 
0.55 + 0.01 
1 . 00 + 0.02 
1.07 + 0.02 
0.88 + 0.02 
0 . 96 + 0.02 
1 . 62 + 0.04 
1 . 02 + 0.02 
1 . 00 + 0.02 
1 . 11 + 0.01 
0 . 68 + 0.02 
0 . 75 + 0.02 
1 . 17 + 0.05 
1 . 15 + 0.03 
0 . 82 + 0.03 
0 . 84 + 0.02 
1 . 19 + 0.02 
1 . 27 + 0.02 
1 . 20 + 0.02 
0 . 95 + 0.02 
0 . 75 + 0.01 
0 . 79 + 0.02 
0 . 53 + 0.01 
1.06 + 0.01 
1 . 08 + 0.02 
1 . 04 + 0.02 
1 . 13 + 0.02 


mg/cig 

15 . 4 + 0.3 
15 . 9 + 0.3 
16 . 0 + 0.3 
8.2+0.1 
8.8+0.2 
10,0+0.2 
9 . 9 + 0.3 
6.6+0.1 
6 . 8 + 0.2 
11.0 + 0.3 
11 . 5 + 0.2 
11 . 9 + 0.2 
2.0+0.1 
5 . 0 + 0.2 
11 . 9 + 0.2 
11.8+0.2 
11 . 7 + 0.3 
6.1+0.2 
12 . 7 + 0.3 
9 . 1 + 0.2 
4 . 7 + 0.1 
11 . 7 + 0.2 
13 , 0 + 0.3 
10 . 4 + 0.3 
11.0+0.2 
16 . 0 ± 0 . 5 _ 
13 . 3 + 0.2 
13 . 3 + 0.3 
12.6+0.2 
9 . 5 + 0.3 
10.0+0.2 
15 . 3 + 0,4 
15 . 1 + 0.3 
11 . 8 + 0.3 
12 . 5 + 0.3 
13 . 7 + 0.4 
13 . 9 + 0.3 
14 . 7 + 0.3 
11 . 4 + 0.3 
8 . 8 + 0.3 
10 . 6 + 0.3 
7 . 4 + 0.2 
13 . 9 + 0.3 
13 . 6 + 0.3 
15 . 4 + 0.3 
15 . 5 + 0.3 
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Tobacco institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand 


Marlboro lOO's lOOFSP. 

Marlboro 25's KFSP. 

Marlboro Lights KFHP. 

Marlboro Lights Menthol KFMHP. 

Marlboro Lights KFSP.. 

Marlboro Lights lOO's lOOFHP. 

Marlboro Lights lOO's Menthol lOOFMHP... 

Marlboro Lights lOO's lOOFSP. 

Marlboro Lights 25's KFSP.. 

Marlboro Ultra Lights KFHP. 

Marlboro Ultra Lights lOO's lOOFHP —..... 

Max 120s 120FSP. 

Max 120s Menthol 120FMSP. 

Merit KFHP.. 

Merit KFSP... 

Merit Menthol KFMSP. 

Merit lOO's lOOFSP... 

Merit lOO's Menthol lOOFMSP. 

Merit Ultra Lights KFHP. 

Merit Ultra Lights KFSP... 

Merit Ultra Lights Menthol KFMSP. 

Merit Ultra Lights lOO's lOOFHP........ 

Merit Ultra Lights lOO's lOOFSP. 

Merit Ultra Lights lOO's Menthol lOOFMSP. 

Misty Slims lOO's Lights lOOFHP. 

Misty Slims lOO's Lights Menthol lOOFMHP 

Montclair Full Flavor KFSP... 

Montclair Full Flavor lOO's lOOFSP. 

Montclair Lights KFSP....... 

Montclair Lights Menthol KFMSP. 

Montclair Lights lOO's lOOFSP. 

Montclair Lights lOO's Menthol lOOFMSP... 

Montclair Ultra Lights lOO's lOOFSP. 

More 120s 120FSP...... 

More 120s Menthol 120FMSP. 

More Lights 100s lOOFHP.. 

More Lights 100s Menthol lOOFMHP. 

More Lights 120s 120FSP.. 

More Lights 120s Menthol 120FMSP. 

More White Lights 120s 120FSP. 

More White Lights 120s Menthol 120FMSP . 

Newport KFMHP. 

Newport KFMSP. 

Newport lOO's lOOFMHP. 

Newport lOO’s lOOFMSP. 

Newport 25's KFMSP. 


“Tar” “Nicotine” CO 


mg/cig 

16 . 4 ± 0.2 
i 6 . 3 ± 0.3 
10 . 5 ± 0.2 
9 . 7 ± 0.2 
10 . 7 d ; 0.2 
10 . 6 ± 0.2 
9 . 4 + 0.2 
10 . 0 ± 0.2 
10 . 6 + 0.2 
5 . 7 + 0.2 
5 . 6 ± 0.1 
15 . 5 ± 0.3 
15 . 6 ± 0.2 
7 . 8 ± 0.1 
7 . 5 ± 0.1 
7 . 6 ± 0.2 
9 , 6 ± 0.2 
9 . 9 ± 0.2 
4.7 ± 0.1 
4 . 7 ± 0.1 
4 . 7 ± 0.1 
5 . 3 + 0.1 
5 . 5 ± 0.2 
5 . 2 ± 0.2 
8 . 8 ± 0.2 
8 . 3 ± 0.2 
16 . 0 ± 0.3 
16 . 4 ± 0.3 
1 L 4 ± 0.2 
11 . 3 ± 0.2 
12 . 2 ± 0.1 
11.8±0.2 
5 . 8 ± 0.2 
16 . 1 ± 0.3 
16 . 5 ± 0.4 
9 . 4 ± 0.2 
8 . 8 ± 0.1 
11 . 7 ± 0.3 
11 . 5 ± 0.4 
n . 7 ± 0.3 
1 L 7 ± 0.3 
16 . 0 ± 0.2 
17 . 2 ± 0.2 
18 . 6 ± 0.3 
18 . 6 ± 0.3 
17 . 3 ± 0.2 


1.17 ± 0.02 
1 . 12 ± 0.02 
0 . 78 + 0.01 
0 . 76 ± 0.02 
0.79 ± 0.02 
0 . 80 + 0.01 
0 . 76 + 0.02 
0 . 77 + 0.02 
0 . 80 ± 0.01 
0.50 ± 0.01 
0 . 49 ± 0.01 
1 . 24 ± 0.02 
1 . 25 ± 0.02 
0 . 60 + 0.01 
0 . 59 + 0.01 
0.61 ± 0.02 
0 . 76 ± 0.01 
0 . 78 ± 0.01 
0 . 44 ± 0.01 
0 . 46 ± 0.01 
0 . 44 ± 0.01 
0 . 50 + 0.01 
0 . 52 ± 0.01 
0 . 48 ± 0.01 
0.76 ± 0.02 
0 . 72 ± 0.02 
1.21 ± 0.03 
1 . 24 ± 0.02 
0 . 92 ± 0.02 
0 . 89 ± 0.01 
0 . 99 ± 0.01 
0 . 96 ± 0.01 
0 . 52 + 0.01 
L 23 ± 0.02 
1 . 37 ± 0.03 
0 . 78 ± 0.02 
0 . 70 ± 0.01 
0 . 92 ± 0.02 
0 . 98 ± 0.03 
0.93 ± 0.02 
0 . 98 + 0.03 
1 . 17 ± 0.02 
1 . 27 ± 0.02 
1.43 ± 0.02 
1 . 45 + 0.02 
1 . 27 ± 0.02 


mg/cig 


15 . 0 ± 0.2 
14.1 ± 0.4 
11 . 3 ± 0.3 
9 . 8 ± 0.3 
11 . 2 ± 0‘3 
11,6+0,2 
10 . 5 ± 0.2 
11 . 5 ± 0.3 
10.8±0.2 
6 . 5 ± 0.2 
7 . 3 ± 0.2 
15 . 9 ± 0.5 
16 . 0 ± 0.4 

9 . 140.2 
9 . i ± 0.2 
8 . 9 ± 0.3 

10.6+0.2 

1 I . 1 ± 0.3 

5 . 6 ± 0 .l 

5 . 2 ± 0 .l 

5 . 6 ± 0,2 

6 . 9±04 

6 . 310.2 
6 . 9 ± 0.2 
8.6±0.2 
8.1±0,2 

14 . 110.4 
16 . 1 + 0.3 

11 . 910.2 
11 . 9 ± 0.2 

13 . 110.3 
12 . 6 ± 0.3 

7 . 310.2 
19 . 3 ± 0.4 
19 . 5 ± 0.4 

9 . 610.2 
9 . 2 + 0.2 

17 . 7 ± 0.6 

17 . 110.5 
16 . 010.4 
16 . 3 ± 0.3 
16 . 3 ± 0.3 
17 . 4 ± 0.4 
18 . 6 ± 0.4 
18.7 + 0.4 

17 . 110.3 


PM3001014833 


Source: https://www.industrydocuments.ucsf.edu/docs/jqkk0001 



















































Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand 


Newport 25's lOO's lOOFMSP. 

Newport Lights KFMHP. 

Newport Lights KFMSP... 

Newport Lights lOO's lOOFMHP. 

Newport Lights lOO's lOOFMSP. 

Newport Stripes lOOFHP. 

Newport Stripes lOOFMHP.;. 

Newport Stripes Slim Lights lOOFMHP.. 

Next De-Nic KFSP... 

Next De-Nic Menthol KFMSP. 

Next De-Nic 100 lOOFSP. 

NowKFHP.i. 

Now KFSP. 

Now Menthol KFMSP. 

Now 100s lOOFHP. 

Now 100s lOOFSP. 

Now 100s Menthol lOOFMSP. 

Old Gold Straights KNFSP..... 

Old Gold Filters KFSP. 

Old Gold Filter lOO’s lOOFSP. 

Old Gold Lights KFSP. 

Old Gold Lights 100s lOOFSP. 

Pall Mall KNFSP. 

Pall Mail lOO's lOOFSP. 

Pall Mall Gold Lights lOO's lOOFSP .. 

Pall Mall Lights lOO's lOOFSP. 

Pall Mall Red Filters KFSP. 

Pall Mall Red Filters lOO's lOOFSP. 

Parliament Lights KFHP. 

Parliament Lights KFSP. 

Parliament Lights lOO's lOOFSP. 

Philip Morris International lOOFHP. 

Philip Morris International Menthol lOOFMHP 

Players RNFHP. 

Players KFHP. 

Players Menthol KFMHP.;. 

Players lOO's lOOFHP... 

Players lOO's Menthol lOOFMHP. 

Players Lights 25's KFSP. 

Players Lights 25's Menthol KFMSP.. 

Players Lights 25's lOO's lOOFSP. 

Players Lights 25's lOO's Menthol lOOFMSP.. 

Pyramid KNFSP.;. 

Pyramid Full Flavor KFSP. 

Pyramid Full Flavor Menthol KFMSP. 

Pyramid Full Flavor lOO's lOOFSP. 


“Tar” “Nicotine” CO 

mg/cig nig/ci 2 m 2 /cig 


..18.4±0.2 
.. 8.2±0.2 
.. 8.2±0.1 
.. 8.1 ±0.2 
.. 8.8±0.3 
..11.2±0.2 
..11.2±0.2 
.. 9.9±0.3 
.. 9.4±0.1 
.. 8.5±0.2 
.. 9.1±0.1 

< 0.5 

.. 1.0±0.1 
.. 0.9±0.0 

< 0.5 

.. 2.1±0.I 
.. 1.9±0.1 
..26.3 ±0.4 
..i6.9±0.3 
..18.1±0.3 
.. 7.9±0.2 
..11.7±0.2 
..25.6±0.4 
..15.1±0.2 
..14.6±0.2 
.. 9.3±0.2 
..15.2±0.2 
..15.4±0.2 
.. 8.8±0.2 
.. 9.0±0.2 
..11.6+0.2 
..16.2±0.3 
..16.5±0.2 
..24.7 ±0.5 
..11.3±0.2 
..10.9±0.2 
.,13.9±0.2 
..13.9±0.2 
.. 9.9±0.2 
.. 9.8±0.2 
..11.2±0.2 
..11.4±0.2 
..21.4±0.4 
..13.9±0.2 
..13.4±0.3 
..14.6±0.3 


1.40±0.02 
0.68±0.01 
0.68±0.01 
0.72±0.01 
0.78±0.02 
0.91±0i02 
0.86±0.01 
0.78±0.01 
0.09 ±0.00 
0.08±0.00 
0.09 ±0.00 

< 0.05 

0.13 ±0.01 

0.12±0.01 

< 0.05 
0.24±0.01 
0.21 ±0.01 
1.83±0.04 
1.25±0.02 
1.38±0.02 
0.68 ±0.01 
0.95 ±0.02 
1.75 ±0.03 
1.19±0.02 
1.16±0.02 
0.78 ±0.02 
1.17±0.01 
1.17±0.01 
0.68±0.02 
0.72±0.02 
0.92±0.02 
l.i4±0.02 
l.I8±0.02 
1.80±0.04 
0.84±0.01 
0.82±0.02 
1.04±0.02 
1.03 ±0.02 
0.76±0.02 
0.76±0.01 
0.85 ±0.02 
0.87±0.01 
1.33±0.03 
1.04±0.02 
1.02±0.03 
1.15 ±0.03 


18.9±0.3 
I0.9±0.3 
10.7±0.2 
9.2±0.3 
9.6±0.4 
14.0±0.4 
14.0±0.4 
11.3±0.3 
8.7±0.2 
8.1 ±0.1 
S.6±0.2 

< 0.5 
1.9+0.1 
1.8±0.1 

< 0.5 
3.0±0.1 
2.6 ±0.2 

18.3 ±0.3 
16.9±0.4 
18.5 ±0.4 
10.4±0.3 
14.2±0.3 
16.5±0.4 

14.1 ±0.2 
13.8±0.2 
11.1±0.3 

13.1 ±0.3 

14.3 ±0.3 
9.4±0.2 
9.5±0.2 

11.4+0.3 

I5.4±0.4 

15.4±0.2 

I4.8±0.3 

11.2±0.3 

11.0±0.3 

12.3±0.3 

I2.5±0.3 

I0.0±0,2 

10.1 ±0,2 
12.7±0.3 
12 . 6 ± 0.2 
13.9±0.4 
12.6±0.3 
12.5±0.3 
13.6±0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand 


Pyramid Full Flavor lOO's Menthol lOOFMSP 

Pyramid Lights KFSP... 

Pyramid Lights lOO's lOOFSP. 

Pyramid Lights lOO's Menthol lOOFMSP. 

Pyramid Ultra Lights lOO's lOOFSP. 

Raleigh KNFSP. 

Raleigh KFSP. 

Raleigh lOO's lOOFSP. 

Raleigh Lights KFSP..... 

Raleigh Lights lOO's lOOFSP. 

Raleigh Extra KFSP..... 

Raleigh Extra lOO's lOOFSP. 

Raleigh Extra Lights KFSP. 

Raleigh Extra Lights Menthol KFMSP. 

Raleigh Extra Lights lOO's lOOFSP....,. 

Raleigh Extra Lights lOO’s Menthol lOOFMSP 

Richland 20’s KFSP. 

Richland 20's Menthol KFMSP.. 

Richland 20's lOO’s lOOFSP. 

Richland 20's lOO's Menthol lOOFMSP. 

Richland 20's Lights KFSP... 

Richland 20's Lights lOO's lOOFSP. 

Richland 25's KFSP. 

Richland 25's Menthol KFMSP. 

Richland 25's lOO's lOOFSP. 

Richland Lights 25's KFSP... 

Richland Lights 25's lOO's lOOFSP.;. 

Ritz lOOs lOOFHP. 

Ritz 100s Menthol lOOFMHP. 

Salem KFMHP. 

Salem KFMSP. 

Salem lOO's lOOFMSP. 

Salem Lights KFMSP... 

Salem Lights lOO's lOOFMHP. 

Salem Lights lOO’s lOOFMSP. 

Salem Slim Lights lOO's lOOFMHP. 

Salem Ultra Lights KFMSP .. 

Salem Ultra Lights lOO's lOOFMSP. 

Saratoga 120's 120FHP. 

Saratoga 120’s Menthol 120FMHP. 

Satin lOOFSP. 

Satin Menthol lOOFMSP. 

Silva Thins Filters lOOFHP. 

Silva Thins Menthol lOOFMHP. 

Spring lOO's Menthol lOOFMSP.. 

Sterling lOOFSP.... 
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“Tar” “Nicotine” CO 


mg/cig 

14.5±0.2 
10.6F0.2 
i0.8i0.2 
11.0±0.2 
5.3+0.2 
23.4±0.5 
14.9+0.2 
15.2+0.2 
11,2+0.2 
12.3+0.3 
17.5+0.3 
15.6+0.2 
,10.6+0.2 
. 9.7+0.2 
11.9+0.2 
, 8.8+0.2 
16.9+0.2 
16.0+0.2 
,17.4+0.4 
,16.0+0.2 
,11.6+0.2 
,12,7+0.2 
,16.6+0.2 
,15.9 + 0.2 
,17.6+0.3 
,11.6+0.2 
,12.6+0.2 
, 9.9+0.2 
,11.3+0.2 
,16.9+0.3 
,17.0+0.3 
,16,7+0.2 
.10.0+0.2 
,11.6+0.1 
. 8.5+0.1 
. 8.9+0.1 
. 4.8+0.1 
, 4.7+0.1 
.14.4+0.3 
.14.2+0.3 
.10.9+0.2 
.11.1+0.2 
.11.1+0.2 
.11.9+0.3 
.19.0+0.3 
.15.2+0.2 


mg/cig 

1.13+0.02 

.0,81+0.01 

0.87+0.02 

0.88+0.02 

0.49+0.02 

1.38+0.03 

0.95+0.01 

1.00+0.01 

0.87+0.01 

0.94+0.02 

1.03+0.02 

0.95+0.02 

0.71+0.01 

0.71+0.02 

0.81+0.01 

0.71+0.01 

1.21+0.02 

1.08+0.02 

1.32+0.03 

1.15+0.02 

0.91+0.01 

0.98+0.02 

1.17+0.02 

1.03+0.02 

1.30+0.03 

0.92+0.02 

0.94+0.01 

0.82+0.02 

0.87+0.02 

1.20+0.02 

1.27+0.02 

1.23+0.02 

0.74+0.01 

0.91+0.02 

0.71+0.01 

0.73+0.01 

0.44+0.01 

0.44+0.01 

1,07+0.02 

1.07+0.03 

0.90+0.02 

0.93+0.02 

0.91+0.02 

0.98+0,02 

1.46+0.03 

1.08+0.02 


mg/cig 

13.7+0.2 
11 . 8 + 0.2 
11.5+0.2 
11.7+0.3 
4.9+0.2 
15.7+0.4 
13.7+0.3 
15.4+0.2 
12.1+0.2 
14.2+0.4 
16.9+0.5 
18.4+0.3 
12.8+0.4 
11 . 2 + 0.2 
14.7+0.4 
9.7+0.2 
14.5+0.3 
15.2+0.3 
15.7+0.3 
15.8+0.4 
12.0+0.3 
14.2+0.3 
14.4+0.4 
15.5+0.4 
16.1+0.4 
12 . 2 + 0.2 
14.1+0.4 
10.3+0.3 
10 . 8 + 0.2 
15.6+0.4 
15.7+0.4 
15.8 + 0.3 
11.7+0.2 
11 . 0 + 0.2 
9.8+0.2 
8.9+0.2 
6.7+0.2 
6.7+0.2 
13.7+0.3 
13.0+0.4 
12.5+0.4 
12,6+0.3 
10.6+0.3 
10.7+0.3 
19,5+0.4 
15.9+0.3 


PM3001014835 


Source: https://www.industrydocuments.ucsf.edu/docs/jqkk0001 























































Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


Brand 

“Tar” 

nie/cie 

“Nicotine” 

nie/cie 

CO 

ine/cie 

Sterling Menthol lOOFMSP. 

.16.2+0.2 

1.21±0.01 

15.5 + 0.2 

Sterling Lights lOOFSP... 

.10.3 ±0.2 

0.81±0.02 

11.2±0.3 

Sterling Lights Menthol lOOFMSP. 

. 8.8+0.2 

0.76±0.01 

9.7+0.2 

Style Lights lOOFHP. 

.10.9+0.2 

0.89+0.01 

13.0±0.3 

Style Lights Menthol lOOFMHP. 

.11.0 ±0.2 

0,86±0.01 

13.0±0.2 

Style Ultra Lights lOOFHP. 

. 4.0±0.1 

0.39±0.01 

5.1 ±0.2 

Tall 120's 120 'fSP. 

.17.2+0.3 

1.38 + 0.03 

17.8±0.4 

Tall 120's Menthol 120FMSP. 

.15.6+0.4 

1.41 ±0.03 

14.3+0.3 

Tareyton KFSP. 

.14.1+0.3 

1.0I±0.02 

15.4+0.4 

Tareyton lOO's lOOFSP. 

.13.6+0.2 

1.02±0.0I 

16.6+0.3 

Tareyton Lights KFSP. 

. 5.1+0.2 

0.46±0.01 

5.6 + 0.2 

Tareyton Long Lights lOOFSP. 

. 7.7 + 0.1 

0.67+0.01 

8.5 + 0.2 

Triumph KFSP. 

. 3.1+0.1 

0.32±0.01 

3.6±0.1 

Triumph Menthol KFMSP. 

. 3.7+0.2 

0.36±0.02 

4.3+0.3 

Triumph 100s lOOFSP. 

. 4.5±0.2 

0.43 ±0.02 

5.9+0.2 

Triumph 100s Menthol lOOFMSP. 

. 5.0±0.2 

0.48±0.02 

6.5+0.3 

True KFSP. 

. 4.1 ±0.2 

0.39±0.01 

4.9+0.2 

True Menthol KFMSP. 

. 4.2±0.2 

0.40±0.02 

5.0 + 0.3 

True lOO's lOOFSP. 

. 6.1±0.2 

0.56+0.02 

6.7+0.3 

True lOO’s Menthol lOOFMSP. 

. 6.1±0.3 

0.56 ±0.02 

6.8±0.3 

Vantage KFSP... 

. 8.5±0.2 

0.64+0.01 

10.4+0,3 

Vantage Menthol KFMSP... 

. 9.S±0.2 

0.69 ±0.02 

11.6+0.2 

Vantage 100s lOOFSP. 

. 8.6±0.2 

0.68±0.01 

9.9+0.3 

Vantage lOOs Menthol lOOFMSP.. 

. 8.2±0.2 

0.62 + 0.02 

n.1+0.2 

Vantage Ultra Lights KFSP.. 

. 4.9±0.1 

0.44±0.01 

6.8 + 0.2 

Vantage Ultra Lights 100s lOOFSP.. 

. 4.8±0.1 

0.44±0.01 

7.2±0,2 

Viceroy KFHP. 

.16.2+0.3 

1.13 ±0.02 

13.5+0,3 

Viceroy KFSP. 

.16.7 + 0.2 

1.19 ±0.02 

14.2+0.3 

Viceroy Super Long iOO's lOOFHP.. 

.16.4+0.2 

1.19±0.02 

14.1+0.3 

Viceroy Super Long lOO's lOOFSP.... 

.17.5+0.2 

1.24±0.02 

15.4+0.3 

Viceroy Lights KFHP... 

.11.1+0.2 

0.86 ±0.01 

11.6+0.3 

Viceroy Lights KFSP... 

.li.l±0.2 

0.87 ±0.02 

11.7+0.3 

Viceroy Lights lOO's lOOFHP. 

.12.2±0.1 

0.90±0.01 

13.5+0.3 

Viceroy Lights lOO's lOOFSP. 

.11.9±0.2 

0.93+0.02 

13.0+0.3 

Virginia Slims lOOFSP.. 

.14.6+0.2 

1.05±0.02 

12.6+0.2 

Virginia Slims Menthol lOOFMSP.. 

.14.7+0.2 

1.04+0.01 

12.4 + 0.3 

Virginia Slims Lights lOOFHP. 

. 8.1+0.2 

0.66±0.01 

8.0 + 0.3 

Virginia Slims Lights Menthol lOOFMHP.. 

.. 8.3+0.2 

0.66 + 0.02 

7.9 + 0.1 

Virginia Slims Lights 120's I20FHP. 

.14.0+0.3 

1,05 ±0,02 

13.5±0.4 

Virginia Slims Lights 120's Menthol 120FMHP. 

.13.3±0.3 

0.99 ±0.02 

12.6+0.3 

Virginia Slims Ultra Lights 100 lOOFHP... 

. 5.5 + 0.1 

0.48±0.01 

5.6+0.2 

Virginia Slims Ultra Lights 100 Menthol lOOFMHP. 

. 5.4±0.1 

0.48 ±0.01 

5.4+0.2 

Virginia Slims Superslims 100 lOOFHP. 

. 5.7+0.3 

0.51 ±0.02 

6.5+0.4 

Virginia Slims Superslims 100 Menthol lOOFMHP. 

. 5.9+0.3 

0.50±0.02 

6.4+0.4 

Winston KFHP.'.. 

.17.3+0.3 

1.21 ±0.03 

15.6+0.4 

Winston KFSP...... 

.18.2±0.3 

1.54±0.03 

14.3+0.4 
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Source: https://www.industrydocuments.ucsf.edu/docs/jqkk0001 

















































Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results 


“Tar” “Nicoliiie” CO 


Brand 


mg/ck 


nig/ck 


nig/ck 


Winston lOO's lOOFSP. 

Winston Lights KFHP. 

Winston Lights KFSP. 

* Winston Lights lOO's lOOFHP. 

Winston Lights lOO's lOOFSP. 

Winston Ultra Lights KFSP .. 

Winston Ultra Lights lOO's lOOFSP . 

Craven A KFHP. 

Craven A Filter Standard Size RFHP 

Dunhill International lOOFHP. 

Dunhill Menthol lOOFMHP. 

Dunhill Menthol Mild lOOFMHP.... 
Dunhill Int. Superior Mild lOOFHP.. 

Rothmans KFHP. 

Rothmans Special Mild KFHP .. 

St. Moritz Filter lOOFSP. 

St. Moritz Filter Menthol lOOFMSP. 


17.0±0.2 
9,4±0,2 
10.3±0.2 
10.6±0.2 
10 . 8 + 0.2 
6.1±0.1 
4.4+0.1 
13.6±0.2 
19.5±0.3 
12.7L0.2 
14.5±0.3 
9.6±0.2 
8.5±0.2 
17.2+0.3 
12.9±0.2 
14.6±0.2 
14.9±0.1 


l.ll±0.02 
0.69+0.01 
0.75+0.02 
0.80±0.02 
0.82±0.0l 
0.56 + 0.01 
0.42 + 0.01 
1.10±0.02 
l.63±0.03 
1.32+0.03 
1.28+0.03 
0.85+0.02 
0.83 ±0.02 
1.30±0.03 
1.06 ±0.02 
1.07 ±0.02 
1.13 ±0.02 


17.3±0.2 

11.7±0.3 

10.8±0.3 

12.3+0.2 

11.7±0.2 

8.0±0.2 

6.4±0.2 

12.5 ±0.3 
13.2±0.3 

11.5 ±0.2 
15.4+0.3 
10.5±0.2 

8.7±0.2 

16.9±0.4 

12.9±0.2 

14.8±0.3 

15.0±0.2 


* Retested brand 
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PM3001014837 


Source: https://www.industrydocuments.ucsf.edu/docs/jqkk0001 




















Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 


^pioe KFMHP. 

v-Alpine KFMSP. 

^^pine lOO's lOOFMSP. 

•ft^Slpine Lights KFMHP. 

AAlpine Lights KFMSP. 

'-^pine Lights 100's lOOFMSP. 

American Filter King KFSP.. 

American Filter lOO's lOOFSP... 

American Lights KFSP. 

American Lights lOO's lOOFSP... 

American Lights lOO's Menthol lOOFMSP. 

Belair KFMSP. 

Belair lOO's lOOFMSP. 

Belair Low Price KFMSP... 

Belair Low Price lOO's lOOFMSP..... 

Belair Low Price Lights KFMSP..... 

Belair Low Price Lights lOO's lOOFMSP. 

^^enson & Hedges KFHP...... 

—^Benson & Hedges lOO's lOOFHP. 

“Benson & Hedges lOO's Menthol lOOFMHP. 

—Benson & Hedges lOO's lOOFSP. 

—Benson & Hedges lOO's Menthol lOOFMSP.. 

Benson &. Hedges Deluxe Ultra Lights lOO's lOOFHP. 

— Benson & Hedges Deluxe Ultra Lights lOO's Menthol lOOFMHP 

~Benson & Hedges Lights lOO's lOOFHP. 

^Benson & Hedges Lights lOO's Menthol lOOFMHP. 

— Benson & Hedges Lights lOO's lOOFSP. 

—Benson & Hedges Lights lOO's Menthol lOOFMSP... 

— B & H Multifilter KFSP. 

=.B&HDe-Nic KFHP. 

—B & H De-Nic Menthol KFMHP. 

-~B &H De-Nic lOO's lOOFHP. 

— B & H De-Nic lOO's Menthol lOOFMHP. 

-Bristol KNFSP. 

--Bristol Full Flavor KFSP.. 

"Bristol Full Flavor lOO's lOOFSP. 

— Bristol Lights KFSP... 

—■Bristol Lights Menthol KFMSP. 

-Bristol Lights lOO's lOOFSP. 

'"Bristol Lights lOO's Menthol lOOFMSP. 

--Bucks Full Flavor KFSP. 

Bucks Lights KFSP. 

Bull Durham KFHP. 

Bull Durham Lights KFHP... 

— Cambridge Full Flavor KFSP... 


“Tar” 


“Nicotine” 


CO 


m2/ci2 

ms/cis 

mg/cis 

15 

1.0 

14 

15 

1.0 

15 

15 

1.1 

14 

.9 

0.7 

10 

. 9 

0.7 

10 

. 9 

0.7 

11 

16 

1.3 

14 

16 

1.3 

16 

11 

0.9 

12 

12 

1.0 

12 

11 

0.9 

11 

10 

0.8 

10 

. 8 

0.6 

8 

14 

1.2 

13 

14 

1.2 

13 

.9 

0.8 

10 

10 

0.9 

10 

14 

1.2 

11 

16 

1.1 

15 

16 

1.1 

14 

16 

1.1 

15 

15 

1.1 

14 

. 5 

0.5 

6 

.5 

0.4 

6 

10 

0.8 

11 

11 

0.8 

11 

10 

0.8 

11 

10 

0.8 

11 

12 

0.9 

10 

. 8 

0.1 

8 

.9 

0.1 

8 

. 8 

0.1 

8 

. 8 

0.1 

8 

27 

1.7 

16 

16 

LI 

16 

15 

I.l 

18 

10 

0.8 

12 

10 

0.8 

11 

10 

0.8 

13 

11 

0.9 

13 

14 

1.0 

13 

10 

0.7 

11 

15 

1.1 

15 

10 

0.8 

10 

17 

1.1 

15 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 


— Cambridge Full Flavor lOO's lOOFSP.. 

"Cambridge Lights KFSP ........ 

— Cambridge Lights Menthol KFMSP.. 

— Cambridge Lights lOO's lOOFSP. 

'=• Cambridge Lights lOO's Menthol lOOFMSP... 

“ Cambridge Ultra Low Tar lOO's lOOFSP. 

Camel RNFSP... 

Camel Filters KFHP... 

Camel Filters KFSP... 

Camel Filters lOO's lOOFSP. 

Camel Lights KFHP... 

Camel Lights KFSP. 

Camel Lights lOO's lOOFSP. 

Camel Ultra Lights KFHP. 

Camel Ultra Lights KFSP.,. 

Camel Ultra Lights lOO’s lOOFHP. 

Capri lOOFHP. 

Capri Menthol lOOFMHP. 

Capri Super Slim 120's 120FHP. 

Capri Super Slim 120's Menthol 120FMHP... 

Carlton Ultra KFHP. 

Carlton KFSP. 

Carlton Menthol KFMSP ... 

Carlton 83 KFHP. 

Carlton lOO's lOOFHP. 

Carlton lOO's Menthol iOOFMHP. 

Carlton lOO’s lOOFSP. 

Carlton lOO's Menthol lOOFMSP. 

Carlton 120's 120FSP. 

Carlton 120's Menthol 120FMSP. 

-Cartier 100 lO's lOOFHP. 

— Cartier 100 lO's Menthol lOOFMHP. 

'-Cartier 100 20’s lOOFHP. 

— Cartier 100 20's Menthol lOOFMHP. 

Century 2S's (25) KFSP...... 

Century 25's lOO's lOOFSP. 

Century 25's Lights (25) KFSP. 

Century 25's Lights lOO's lOOFSP. 

Century 25's Lights lOO's Menthol lOOFMSP 

Chelsea lOOFHP... 

Chesterfield RNFSP.! 

Chesterfield KNFSP. 

Chesterfield Filter Lights KFSP ... 

Chesterfield Filter Lights lOO's lOOFSP. 

Class A Deluxe Full Flavor KFSP. 

Class A Deluxe Full Flavor lOO's lOOFSP. 


“Tar” 

me/cia 

“Nicotine” 

ma/cia 

c 

m{ 

..17 

1.1 

16 

.,12 

0.8 

11 

..12 

0.9 

12 

„11 

0.8 

13 

..11 

0.8 

13 

...4 

0.4 

6 

..22 

1.5 

13 

..17 

1.2 

15 

..15 

1.1 

13 

..17 

1.1 

16 

...9 

0.7 

12 

..11 

0.8 

12 

..11 

0.8 

12 

...6 

0.5 

8 

...6 

0.6 

8 

...6 

0.6 

8 

..10 

0.8 

6 

... 9 

0.7 

6 

..13 

1.0 

9 

..12 

0.9 

7 

< 0.5 

< 0.05 

< 0. 

... 1 

0.1 

2 

... 1 

0.1 

2 

... 1 

0.2 

2 

... 1 

0.1 

2 

... 1 

0,1 

1 

...2 

0.2 

2 

... 2 

0.2 

3 

... 5 

0.5 

4 

...5 

0.5 

4 

...9 

0.7 

8 

... 8 

0.7 

7 

... 8 

0.7 

7 

...9 

0.7 

7 

..15 

1.0 

17 

..16 

1.2 

19 

... 8 

0.7 

10 

..11 

1.0 

12 

..11 

0.8 

13 

..10 

0.8 

10 

..18 

1.1 

11 

-.22 

1.4 

14 

..10 

0.7 

11 

..10 

0.8 

11 

..15 

Li 

14 

..15 

1.1 

14 


Rev. 3/19/92 


11 


PM3001014839 


Source: https://www.industrydocuments.ucsf.edu/docs/jqkk0001 























































Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 

“Tar” 

ms/de 

“Nicotine” 

me/cie 

CO 

Class A Deluxe Lights KFSP... 

..12 

0.9 

12 

Class A Deluxe Lights lOO's lOOFSP... 

.11 

0.9 

12 

Class A Deluxe Ultra Lights lOO's lOOFSP. 

.6 

0.5 

6 

'—Commander RNFSP. 

.22 

1.4 

12 

Commander KNFSP.. 

.27 

1.7 

16 

Dakota KFHP. 

.le 

1.2 

15 

Dakota Lights KFHP.... 

.11 

0.9 

11 

Doral Full Flavor KFSP... 

.15 

1.2 

14 

Doral Full Flavor Menthol KFMSP. 

.16 

1.2 

15 

Doral Full Flavor lOO's lOOFSP. 

.16 

1.2 

16 

Doral Full Flavor lOO's Menthol lOOFMSP. 

.16 

1.2 

17 

Doral Lights KFSP...... 

.10 

0.8 

n 

Doral Lights Menthol KFMSP. 

.10 

0.7 

10 

Doral Lights lOO's lOOFSP. 

.11 

0.9 

10 

Doral Lights lOO's Menthol lOOFMSP. 

.9 

0.7 

13 

Doral Ultra Lights KFSP. 

.5 

0.5 

7 

Doral Ultra Lights lOO's lOOFSP. 

.5 

0.5 

7 

- English Ovals KNFHP. 

.24 

1.9 

15 

Eve Ultra Lights Slim lOO's lOOFHP... 

.6 

0.5 

4 

Eve Ultra Lights Slim lOO's Menthol lOOFMHP. 

.6 

0.6 

5 

Eve Lights 120's 120FHP .. 

.13 

1.0 

11 

Eve Lights 120's Menthol 120FMHP. 

.13 

1.0 

11 

Eve Ultra Lights Slim 120's 120FHP. 

.5 

0.5 

4 

Eve Ultra Lights Slim 120's Menthol 120FMHP. 

.5 

0.5 

4 

Harley Davidson KFSP. 

.11 

0.8 

12 

Harley Davidson Lights KFSP... 

.8 

0.7 

11 

Herbert Tareyton KNFSP. 

.25 

1.7 

18 

Heritage Lights KFSP.. 

.10 

0.9 

12 

Heritage Lights 100s lOOFSP .. 

.11 

0.9 

14 

-Hi-Lite lOOFHP... 

.13 

1.1 

13 

Horizon Lights lOOFSP. 

.11 

0.8 

11 

Horizon Lights Menthol lOOFMSP. 

.11 

0.9 

11 

Kent Golden Lights KFHP. 

.7 

0.6 

9 

Kent Golden Lights KFSP. 

.8 

0.7 

10 

Kent Golden Lights Menthol KFMSP .. 

.8 

0.7 

11 

Kent Golden Lights 100s lOOFHP.............. 

....r..9 

0.7 

10 

Kent Golden Lights 100s lOOFSP... 

.9 

0.8 

10 

Kent Golden Lights 100s Menthol lOOFMSP .. 

.9 

0.8 

10 

Kent KFHP. 

.11 

0.8 

12 

Kent KFSP.. 

.12 

0.9 

13 

Kent lOOs lOOFSP. 

.13 

0.9 

13 

Kent 100s Menthol lOOFMSP. 

.13 

1.0 

13 

Kent III Ultra Lights KFSP.. 

.3 

0.4 

4 

Kent III Ultra Lights 100s lOOFHP. 

.4 

0.4 

6 

Kent III Ultra Lights 100s lOOFSP. 

.5 

0.5 

6 

Kool RNFMSP. 

.21 

1.3 

13 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 


“Tar” “Nicotine” CO 

mg/cig mg/cie mg/cig 


Kool KFMHP. 

Kool KFMSP. 

Kool Super Longs 100's lOOFMSP ..... 

Kool Lights KFMSP. 

Kool Lights 100's lOOFMSP. 

Kool Deluxe Lights KFMHP. 

Kool Deluxe Lights 100's lOOFMHP... 

Kool Deluxe Ultra KFMHP. 

Kool Deluxe Ultra lOO's lOOFMHP .... 

Kool Milds KFMHP. 

Kool Milds KFMSP. 

Kool Milds lOO's lOOFMSP.. 

Kool Ultra KFMSP. 

Kool Ultra lOO’s lOOFMSP. 

L&MKFHP. 

L & M KFSP. 

L & M Super 100 lOOFSP. 

L & M Long Lights lOOFSP. 

L & M 30's lOO's lOOFSP. 

L & M 30’s Lights lOO's lOOFSP. 

L & M 30's Ultra Lights lOO's lOOFSP 

Lark KFSP. 

Lark lOOFSP... 

Lark Lights KFSP. 

Lark Light lOO’s lOOFSP. 

Lucky Strike RNFSP.. 

Lucky Strike KFHP. 

Lucky Strike KFSP . 

Lucky Strike Filters lOO's lOOFSP. 

Lucky Strike Lights KFSP. 

Lucky Strike Lights lOO's lOOFSP. 

Magna KFHP.. 

Magna KFSP. 

Magna Lites KFHP. 

Magna Lites KFSP. 

Malibu Filters KFSP. 

Malibu Menthol KFMSP. 

Malibu lOO's lOOFSP. 

Malibu Menthol lOO's lOOFMSP. 

Malibu Lights KFSP. 

Malibu Lights lOO's lOOFSP. 

Malibu Ultra Lights lOO's lOOFSP. 

-- Marlboro KFHP. 

- Marlboro KFSP. 

-Marlboro Menthol KFMSP. 

-Marlboro lOO's lOOFHP. 


...15 

1.0 

15 

...16 

1.1 

16 

...16 

1.2 

16 

.... 8 

0.7 

8 

.... 8 

0.7 

9 

.... 9 

0.8 

10 

...10 

0.9 

10 

....5 

0.5 

7 

....6 

0.6 

7 

...12 

0.9 

11 

...11 

0.9 

12 

...12 

0.9 

12 

....2 

0.2 

2 

....5 

0.5 

5 

...13 

0.9 

12 

...13 

1.0 

12 

...11 

0.9 

12 

.... 8 

0.8 

6 

...14 

1.1 

13 

...11 

0.9 

9 

....6 

0.5 

5 

...13 

1.0 

12 

...14 

1.1 

13 

...12 

0.9 

10 

...12 

1.0 

11 

...25 

1.6 

16 

...13 

1.0 

13 

...13 

1.0 

13 

...13 

1.1 

13 

.... 8 

0,7 

10 

....9 

0.8 

10 

...16 

1.2 

15 

...15 

1.2 

15 

...11 

0.8 

12 

...12 

0.8 

13 

...15 

1.2 

14 

...16 

1.3 

14 

...15 

1.2 

15 

...11 

1,0 

11 

.... 9 

0.7 

9 

....9 

0.8 

11 

....6 

0.5 

7 

...16 

1.1 

14 

...16 

1.1 

14 

...16 

1.0 

15 

...16 

1.1 

15 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 

“Tar” 

me/cie 

“Nicotine” 

m 2 /cis 

CO 

me/cie 

-Marlboro lOO's lOOFSP. 

.16 

1.2 

15 

—Marlboro 25's KFSP. 

.16 

1.1 

14 

■^Marlboro Lights KFHP.... 

.11 

0.8 

11 

HMarlboro Lights Menthol KFMHP. 

.10 

0.8 

10 

—Marlboro Lights KFSP. 

.11 

0.8 

11 

Marlboro Lights lOO's lOOFHP. 

.11 

0.8 

12 

- Marlboro Lights lOO's Menthol lOOFMHP. 

.9 

0.8 

10 

—Marlboro Lights lOO's lOOFSP. 

.10 

0.8 

11 

“Marlboro Lights 25's KFSP. 

.11 

0.8 

11 

—Marlboro Ultra Lights KFHP. 

.6 

0.5 

6 

—Marlboro Ultra Lights lOO's lOOFHP ... 


0.5 

7 

Max 120s 120FSP. 

.16 

1.2 

16 

Max 120s Menthol 120FMSP...... 

.16 

1.2 

16 

-Merit KFHP. 

.8 

0.6 

9 

-Merit KFSP. 

.7 

0.6 

9 

- Merit Menthol KFMSP. 

.8 

0.6 

9 

- Merit lOO's lOOFSP. 

.10 

0.8 

11 

-Merit lOO's Menthol lOOFMSP. 

.10 

0.8 

11 

—Merit Ultra Lights KFHP........ 

.5 

0.4 

6 

—Merit Ultra Lights KFSP.. 

.5 

0.5 

5 

-Merit Ultra Lights Menthol KFMSP.. 

.5 

0.4 

6 

“Merit Ultra Lights lOO's lOOFHP... 

.5 

0.5 

7 

— Merit Ultra Lights lOO's lOOFSP... 

.5 

0.5 

6 

-Merit Ultra Lights lOO's Menthol lOOFMSP. 

.5 

0.5 

7 

Misty Slims lOO's Lights lOOFHP. 

.9 

0.8 

9 

Misty Slims lOO's Lights Menthol lOOFMHP... 

.8 

0.7 

8 

Montclair Full Flavor KFSP. 

.16 

1.2 

14 

Montclair Full Flavor lOO's lOOFSP... 

.16 

1.2 

16 

Montclair Lights KFSP. 


0.9 

12 

Montclair Lights Menthol KFMSP...... 

.11 

0.9 

12 

Montclair Lights lOO's lOOFSP. 

.12 

1.0 

13 ■ 

Montclair Lights lOO’s Menthol lOOFMSP. 

.12 

1.0 

13 

Montclair Ultra Lights lOO's lOOFSP. 

.6 

0.5 

7 

More 120s 120FSP. 

.16 

1.2 

19 

More 120s Menthol 120FMSP. 

.16 

1.4 

19 

More Lighte 100s lOOFHP. 

.9 

0.8 

10 

More Lights 100s Menthol lOOFMHP...... 

. 9 

0.7 

9 

More Lights 120s 120FSP. 

.12 

0.9 

18 

More Lights 120s Menthol 120FMSP. 

.11 

1.0 

17 

More White Lights 120s 120FSP. 

.12 

0.9 

16 

More White Lights 120s Menthol 120FMSP. 

.12 

1.0 

16 

Newport KFMHP. 

.16 

1.2 

16 

Newport KFMSP. 

.17 

1.3 

17 

Newport lOO's lOOFMHP. 

.19 

1.4 

19 

Newport lOO's lOOFMSP. 

.19 

1.4 

19 

Newport 25's KFMSP..... 

.17 

1.3 

17 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


‘Tar’ 


“Nicotine” 


CO 


Brand 


Newport Stripes lOOFMHP... 


- Next De-Nic Menthol KFMSP 
-Next De-Nic 100 lOOFSP 

Now KFHP. 

Now KFSP. 

Now Menthol KFMSP ... 

Now lOOs lOOFHP. 



Pall Mall Red Filters lOO's 


mff/ciff 

niff/ciff 

nig/cis 

..18 

1.4 

19 

... 8 

0.7 

11 

... 8 

0.7 

11 

... 8 

0.7 

9 

...9 

0.8 

10 

..11 

0.9 

14 

..11 

0.9 

14 

..10 

0.8 

11 

...9 

0.1 

9 

...9 

0.1 

8 

...9 

0.1 

9 

< 0.5 

< 0.05 

< 0.5 

... 1 

0.1 

2 

... 1 

O.l 

2 

< 0.5 

< 0.05 

< 0.5 

...2 

0.2 

3 

...2 

0.2 

3 

..26 

1.8 

18 

..17 

1.3 

17 

..18 

1,4 

18 

... 8 

0.7 

10 

..12 

1.0 

14 

..26 

1.8 

16 

..15 

1.2 

14 

..15 

1.2 

14 

...9 

0.8 

11 

..15 

1.2 

13 

..15 

1.2 

14 

...9 

0.7 

9 

...9 

0.7 

10 

..12 

0.9 

11 

..16 

1.1 

15 

..16 

1.2 

15 

..25 

1.8 

15 

..11 

0.8 

11 

..11 

0.8 

11 

..14 

1.0 

12 

..14 

1.0 

12 

..10 

0.8 

10 

..10 

0.8 

10 

..11 

0.9 

13 

..11 

0.9 

13 

..21 

1.3 

14 

..14 

1.0 

13 

..13 

1.0 

13 

..15 

1.1 

14 
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Tobacco institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 

“Tar” 

ms/cis 

“Nicotine” 

me/cie 

CO 

me/cie 

Pyramid Full Flavor lOO's Menthol lOOFMSP. 

.14 

1.1 

14 

Pyramid Lights KFSP... 

.11 

0.8 

12 

Pyramid Lights lOO's lOOFSP.. 

.11 

0.9 

12 

Pyramid Lights lOO's Menthol lOOFMSP. 

.11 

0.9 

12 

Pyramid Ultra Lights lOO's lOOFSP. 

.5 

0.5 

5 

Raleigh KNFSP. 

.23 

1.4 

16 

Raleigh KFSP. 

.15 

1.0 

14 

Raleigh lOO's lOOFSP. 

.15 

1.0 

IS 

Raleigh Lights KFSP. 

.11 

0.9 

12 

Raleigh Lights lOO's lOOFSP. 

.12 

0.9 

14 

Raleigh Extra KFSP... 

.17 

1.0 

17 

Raleigh Extra lOO's lOOFSP...... 

.16 

0.9 

18 

Raleigh Extra Lights KFSP. 

.11 

0.7 

13 

Raleigh Extra Lights Menthol KFMSP. 

.10 

0.7 

11 

Raleigh Extra Lights lOO’s lOOFSP. 

.12 

0.8 

15 

Raleigh Extra Lights lOO's Menthol lOOFMSP... 

.9 

0.7 

10 

Richland 20’s KFSP.. 

.17 

1.2 

14 

Richland 20's Menthol KFMSP. 

.16 

1.1 

15 

Richland 20’s lOO's lOOFSP. 

.17 

1.3 

16 

Richland 20's lOO's Menthol lOOFMSP. 

.16 

1.1 

16 

■ Richland 20's Lights KFSP. 

.12 

0.9 

12 

Richland 20's Lights lOO's lOOFSP. 

.13 

1.0 

14 

Richland 25's KFSP. 

.17 

1.2 

14 

Richland 25's Menthol KFMSP. 

.16 

1.0 

15 

Richland 25's lOO's lOOFSP. 

.18 

1.3 

16 

Richland Lights 25's KFSP....... 

.12 

0.9 

12 

Richland Lights 25's lOO's lOOFSP. 

.13 

0.9 

14 

Ritz 100s lOOFHP. 

.10 

0.8 

to 

Ritz 100s Menthol lOOFMHP. 

.11 

0.9 

11 

Salem KFMHP. 

.17 

1.2 

16 

Salem KFMSP. 

.17 

1,3 

16 

Salem lOO's lOOFMSP. 

.17 

1.2 

16 

Salem Lights ICFMSP. 

.10 

0.7 

12 

Salem Lights lOO's lOOFMHP. 

.12 

0.9 

11 

Salem Lights lOO's lOOFMSP. 

.. 8 

0.7 

10 

Salem Slim Lights lOO's lOOFMHP. 


0.7 

9 

Salem Ultra Lights KFMSP .... 

.5 

0.4 

7 

Salem Ultra Lights lOO's lOOFMSP. 

.5 

0.4 

7 

—Saratoga I20's 120FHP .. 

.14 

1.1 

14 

■^Saratoga 120's Menthol 120FMHP. 

.14 

1.1 

13 

Satin lOOFSP. 

.11 

0.9 

13 

Satin Menthol lOOFMSP. 

.11 

0.9 

13 

Silva Thins Filters lOOFHP. 

.11 

0.9 

11 

Silva Thins Menthol lOOFMHP. 

.12 

1.0 

11 

Spring lOO's Menthol lOOFMSP. 

.19 

1.5 

19 

Sterling lOOFSP. 

.15 

1.1 

16 
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Tobacco institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 


“Tar” 


ma/ci 


“Nicotine” 
me/ci 


CO 

rae/ci 


Sterling Menthol lOOFMSP.... 

Sterling Lights lOOFSP. 

Sterling Lights Menthol lOOFMSP. 

Style Lights lOOFHP.. 

Style Lights Menthol lOOFMHP. 

Style Ultra Lights lOOFHP. 

Tall 120's 120FSP. 

Tall 120's Menthol 120FMSP. 

Tareyton KFSP. 

Tareyton 100's lOOFSP. 

Tareyton Lights KFSP. 

Tareyton Long Lights lOOFSP.. 

Triumph KFSP.... 

Triumph Menthol KFMSP. 

Triumph lOOs lOOFSP.. 

Triumph lOOs Menthol lOOFMSP. 

True KFSP. 

True Menthol KFMSP. 

True lOO's lOOFSP. 

True lOO's Menthol lOOFMSP..... 

Vantage KFSP.. 

Vantage Menthol KFMSP. 

Vantage 100s lOOFSP. 

Vantage lOOs Menthol lOOFMSP. 

Vantage Ultra Lights KFSP. 

Vantage Ultra Lights 100s lOOFSP. 

Viceroy KFHP. 

Viceroy KFSP. 

Viceroy Super Long lOO's lOOFHP. 

Viceroy Super Long lOO's lOOFSP. 

Viceroy Lights KFHP. 

Viceroy Lights KFSP..... 

Viceroy Lights lOO's lOOFHP... 

Viceroy Lights lOO's lOOFSP. 

■Virginia Slims lOOFSP... 

Virginia Slims Menthol lOOFMSP. 

Virginia Slims Lights lOOFHP. 

■Virginia Slims Lights Menthol lOOFMHP. 

Virginia Slims Lights 120's 120FHP. 

Virginia Slims Lights 120's Menthol 120FMHP. 

Virginia Slims Ultra Lights 100 lOOFHP. 

■Virginia Slims Ultra Lights 100 Menthol lOOFMHP 

Virginia Slims Superslims 100 lOOFHP.. 

Virginia Slims Superslims 100 Menthol lOOFMHP . 

Winston KFHP. 

Winston KFSP. 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Rounded Values 


Brand 


Winston 100's lOOFSP. 

Winston Lights KFHP. 

W in ston Lights KFSP. 

* Winston Lights lOO's lOOFHP. 

Winston Lights lOO's lOOFSP. 

Winston Ultra Lights KFSP. 

Winston Ultra Lights lOO's lOOFSP . 

Craven A KFHP. 

Craven A Filter Standard Size RFHP 

Dunhill International lOOFHP. 

Dunhill Menthol lOOFMHP. 

Dunhill Menthol Mild lOOFMHP .... 
Dunliill Int. Superior Mild lOOFHP.. 

Rothmans KFHP .. 

Rothmans Special Mild KFHP. 

St. Moritz Filter lOOFSP. 

St, Moritz Filter Menthol lOOFMSP. 


“Tar” “Nicotine” CO 



ing/cig 

ing/cig 

.17 

1.1 

17 

..9 

0.7 

12 

.10 

0.7 

11 

.11 

0.8 

12 

.11 

0.8 

12 

.. 6 

0.6 

8 

..4 

0.4 

6 

.14 

1.1 

13 

.20 

1.6 

13 

.13 

1.3 

12 

.14 

1.3 

15 

.10 

0.9 

10 

.. 8 

0.8 

9 

.17 

1.3 

17 

.13 

1.1 

13 

.15 

1.1 

15 

.15 

l.I 

15 


* Retested brand 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - American Tobacco Company 


Brand 


“Tar” 

ma/cia 

‘‘^Nicotine” 

CO 

me/cie 

American Filter King KFSP... 


.16.4+0.3 

1,26+0.03 

14.5+0.3 

American Filter lOO's lOOFSP. 


.16.4+0.3 

1.27+0.02 

15.6+0.4 

American Lights KFSP... 


.11.2+0.1 

0.90+0.01 

11.9+0.2 

American Lights lOO's lOOFSP. 


.11.6+0.2 

0.97+0.02 

12.0+0.3 

American Lights lOO's Menthol lOOFMSP.... 


.10.9+0.2 

0.94+0.02 

11.1+0.2 

Bull Durham KFHP. 


.14.8+0.2 

1.10+0.03 

15.5+0.3 

Bull Durham Lights KFHP... 


. 9.9+0.2 

0.82+0.02 

10.3+0.3 

Carlton Ultra KFHP. 


... < 0.5 

< 0.05 

< 0.5 

Carlton KFSP. 


. l.O+O.l 

0.14+0.01 

1.9+0.1 

Carlton Menthol KFMSP. 


. l.O+O.l 

0.13+0.01 

1.8+0.1 

Carlton 83 KFHP. 


. L2+0.1 

0.16+0.01 

2.0+0.1 

Carlton lOO's lOOFHP... 


. 1.2+0.1 

0.15+0.01 

L5+0.1 

Carlton lOO’s Menthol lOOFMHP. 


. l.O+O.l 

0.13+0.01 

1.3+0.1 

Carlton lOO's lOOFSP. 


. 1.9+0.1 

0.21+0.01 

2.4+0.1 

Carlton lOO's Menthol lOOFMSP. 


. 2.0+0.1 

0.23+0.01 

2.5 ±0.1 

Carlton I20's 120FSP. 


. 5.5+0.2 

0.52+0.01 

4.4+0.1 

Carlton 120’s Menthol 120FMSP. 


. 5.3+0.2 

0.52+0.02 

4.2+0.2 

Herbert Tareyton KNFSP. 


.25.4+0.5 

1.65+0.03 

17.7+0.3 

Lucky Strike RNFSP.. 


.24.7+0.5 

1.62+0.04 

16.0+0.5 

Lucky Strike KFHP. 


.13.1+0.2 

1.02+0.02 

13.3+0.2 

Lucky Strike KFSP ... 


.13.0+0.2 

1.00+0.02 

13.3+0.3 

Lucky Strike Filters lOO's lOOFSP... 


.13.4+0.1 

1.11+0.01 

12.6+0.2 

Lucky Strike Lights KFSP. 


. 8.1+0.2 

0.68 + 0.02 

9.5+0.3 

Lucky Strike Lights lOO's lOOFSP. 


. 8.9+0.2 

0.75+0.02 

10.0+0.2 

Malibu Filters KFSP. 


.15.5+0.3 

1.19+0.02 

13.7+0.4 

Malibu Menthol KFMSP. 


.16.0+0.3 

1.27 + 0.02 

13.9+0.3 

Malibu lOO's lOOFSP. 


.15.4+0.2 

1.20 + 0.02 

14.7+0.3 

Malibu Menthol lOO's lOOFMSP. 


.11.2+0.2 

0.95 + 0.02 

11.4+0.3 

Malibu Lights KFSP. 


. 8.7+0.2 

0.75+0.01 

8.8+0.3 

Malibu Lights lOO's lOOFSP. 


. 9.0+0.2 

0.79 + 0.02 

10.6+0.3 

Malibu Ultra Lights lOO’s lOOFSP. 


. 5.8+0.1 

0.53+0.01 

7.4+0.2 

Misty Slims lOO's Lights lOOFHP. 


. 8.8+0.2 

0.76 + 0.02 

8.6+0.2 

Misty Slims lOO's Lights Menthol lOOFMHP. 


. 8.3+0.2 

0.72+0.02 

8.1+0.2 

Montclair Full Flavor KFSP ... 


.J6.O+0.3 

1,21+0,03 

14,1+0.4 

Montclair Full Flavor lOO's lOOFSP. 


.16.4+0.3 

1.24+0.02 

16,1+0.3 

Montclair Lights KFSP. 


.11.4 + 0.2 

0.92+0.02 

11.9+0.2 

Montclair Lights Menthol KFMSP. 


.11.3+0.2 

0.89+0.01 

11.9+0.2 

Montclair Lights lOO's lOOFSP. 


.12.2+0.1 

0.99+0.01 

13.1+0.3 

Montclair Lights lOO's Menthol lOOFMSP. 


.11.8+0.2 

0.96+0.01 

12.6+0.3 

Montclair Ultra Lights lOO's lOOFSP. 


. 5.8+0.2 

0.52+0.01 

7.3 ±0.2 

Pall Mall KNFSP. 


.25.6+0.4 

1.75+0.03 

16.5+0.4 

Pall Mall lOO's lOOFSP. 


.15.1+0.2 

1.19 + 0.02 

14.1+0.2 

Pall Mall Gold Lights lOO’s lOOFSP. 


.14.6 + 0.2 

1.16 + 0.02 

13.8+0.2 

Pall Mall Lights lOO's lOOFSP... 


. 9.3+0.2 

0.78 + 0.02 

11.1+0.3 

Pall Mall Red Filters KFSP. 


.15.2+0.2 

1.17 + 0,01 

13.1+0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - American Tobacco Company 


Brand 


Pall Mall Red Filters lOO's lOOFSP 

Silva Thins Filters lOOFHP. 

Silva Thins Menthol lOOFMHP .... 

Tall 120's 120FSP. 

Tall 120's Menthol 120FMSP. 

Tareyton KFSP..... 

Tareyton lOO’s lOOFSP. 

Tareyton Lights KFSP........... 

Tareyton Long Lights lOOFSP. 


“Tar” 

me/ci 2 

“Nicotine” 

ms/cis 

CO 

..15.4±0.2 

1.17±0.01 

14.3±0.3 

..11.1±0.2 

0.91±0.02 

10.6+0.3 

..11.9±0.3 

0.98±0.02 

10,7±0.3 

..i7.2±0.3 

1.38±0.03 

17.8±0.4 

..15.6±0.4 

1.41±0.03 

14.3±0.3 

..14.1 ±0.3 

1.01 ±0.02 

15.4±0.4 

..13.6±0.2 

1.02±0.01 

16.6±0.3 

.. 5.1 ±0.2 

0.46 ±0.01 

5.6±0.2 

.. 7.7±0.i 

0.67±0.01 

8.5±0.2 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - Brown & Williamson Tobacco Corporation 


Brand 


Belair KFMSP. 

Belair lOO's lOOFMSP. 

Belair Low Price KFMSP. 

Belair Low Price lOO's lOOFMSP. 

Belair Low Price Lights KFMSP. 

Belair Low Price Lights lOO's lOOFMSP. 

Capri lOOFHP.. 

Capri Menthol lOOFMHP. 

Capri Super Slim 120's 120FHP...,. 

Capri Super Slim 120's Menthol 120FMHP.... 

Kool RNFMSP. 

KooIKFMHP. 

Kool KFMSP. 

Kool Super Longs lOO's lOOFMSP. 

Kool Lights KFMSP... 

Kool Lights lOO's lOOFMSP.. 

Kool Deluxe Lights KFMHP. 

Kool Deluxe Lights lOO’s lOOFMHP. 

Kool Deluxe Ultra KFMHP.. 

Kool Deluxe Ultra lOO's lOOFMHP. 

Kool Milds KFMHP. 

Kool Milds KFMSP. 

Kool Milds lOO's lOOFMSP. 

Kool Ultra KFMSP. 

Kool Ultra lOO's lOOFMSP. 

Raleigh KNFSP. 

Raleigh KFSP. 

Raleigh lOO's lOOFSP. 

Raleigh Lights KFSP. 

Raleigh Lights lOO's lOOFSP... 

Raleigh Extra KFSP. 

Raleigh Extra lOO's lOOFSP. 

Raleigh Extra Lights KFSP... 

Raleigh Extra Lights Menthol KFMSP. 

Raleigh Extra Lights lOO’s lOOFSP. 

Raleigh Extra Lights lOO's Menthol lOOFMSP 

Richland 20's KFSP. 

Richland 20's Menthol KFMSP... 

Richland 20's lOO's lOOFSP. 

Richland 20's lOO's Menthol lOOFMSP. 

Richland 20’s Lights KFSP. 

Richland 20's Lights lOO's lOOFSP. 

Richland 25’s KFSP. 

Richland 25's Menthol KFMSP. 

Richland 25's lOO's lOOFSP. 


“Tar” 

ms/cia 

“Nicotine” 

ma/cis 

CO 

ma/cia 

10.2±0,2 

0.79 ±0.02 

9.7±0.2 

8.4±0.2 

0.63±0.02 

8.5±0.2 

14.5 ±0.3 

1.16 ±0.02 

13.3±0.2 

13.8±0.2 

1.18±0.01 

13.3±0.2 

8.9 ±0.1 

0.80±0.01 

9.5±0.2 

9.5 ±0.2 

0.88 ±0.02 

10.4+0.2 

9.5 ±0.2 

0.76 ±0.02 

6.0+0.2 

9.2±0.2 

0.70±0.02 

5.8+0.2 

13.5±0.2 

1.03+0.02 

8.9+0.2 

12.0±0.3 

0.89 + 0.02 

7.4+0.2 

20.7 ±0.6 

1.31 ±0.04 

13.5+0.4 

15.4±0.2 

1.03 ±0.02 

15.4+0.3 

16.4±0.2 

1.09 ±0.02 

15.9+0.3 

16.1±0.2 

1.17±0.01 

16.0+0.3 

7.8±0.2 

0.66 ±0.02 

8.2+0.1 

8.1 ±0.2 

0.68±0.01 

8.8±0.2 

8.8+0.1 

0.80+0.02 

10.0+0.2 

9.7 ±0.3 

0.90±0.02 

9.9±0.3 

5.3±0.2 

0.54±0.01 

6.6+0.1 

5.8±0.1 

0.58 + 0.01 

6.8+0.2 

11.6±0.2 

0.87 ±0.02 

11.0+0.3 

11.4±0.2 

0.86 ±0.02 

11.5+0.2 

11.7±0.2 

0.90+0.02 

11.9+0.2 

2.0±0.1 

0.19±0.0i 

2.0+0.1 

5.2±0.2 

0.46 ±0.02 

5.0+0.2 

23.4±0.5 

1.38±0.03 

15.7+0.4 

14.9±0.2 

0.95±0.01 

13.7+0.3 

15.2±0.2 

1.00±0.01 

15.4+0.2 

1I.2±0.2 

0.87±0.01 

12.1+0.2 

12.3 ±0.3 

0.94±0.02 

14.2 + 0.4 

17.5±0.3 

1.03±0.02 

16.9 + 0.5 

15.6±0.2 

0.95±0,02 

18.4+0.3 

10.6+0.2 

0.71±0.01 

12.8+0.4 

9.7±0.2 

0.71±0.02 

11.2 + 0.2 

I1.9±0.2 

0.81±0.01 

14.7 + 0.4 

8.8±0.2 

0.71±0.01 

9.7+0.2 

16.9±0.2 

1.21±0.02 

14.5+0.3 

16.0±0.2 

1.08±0.02 

15.2 + 0.3 

17.4±0.4 

l.32±0.03 

15.7 + 0.3 

16.0±0.2 

1.15±0.02 

15.8+0.4 

11.6±0.2 

0.91 ±0.01 

12.0 + 0.3 

12.7 ±0.2 

0.98±0.02 

14.2 + 0.3 

16.6±0.2 

1.17±0.02 

14.4+0.4 

15.9±0.2 

1.03+0.02 

15.5+0.4 

17.6+0.3 

1.30±0,03 

16.1+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - Brown & Williamson Tobacco Corporation 


Brand 

“Tar” 

ms/cis 

“Nicotine” 

ma/cia 

CO 

ma/cia 

Richland Lights 25's KFSP. 

.ll.6±0.2 

0.92±0.02 

12.2±0.2 

Richland Lights 25's lOO's lOOFSP. 

.12.6 ±0.2 

0.94±0.01 

14.1±0.4 

Viceroy KFHP. 

.16.2±0.3 

1.13±0.02 

13.5±0.3 

Viceroy KFSP . 

.16.7 ±0.2 

L19±0.02 

14.2±0.3 

Viceroy Super Long lOO's lOOFHP..,.,..,,,... 

.16.4±0.2 

1.19±0.02 

14.1±0.3 

Viceroy Super Long lOO's lOOFSP. 

.17.5±0.2 

1.24±0.02 

15.4±0.3 

Viceroy Lights KFHP... 

.1L1±0.2 

0.86±0.01 

11.6±0.3 

Viceroy Lights KFSP... 

.1L1±0.2 

0.87 ±0.02 

1L7±0.3 

Viceroy Lights lOO's lOOFHP. 

.12.2±0.1 

0.90±0.01 

13.5±0.3 

Viceroy Lights lOO's lOOFSP... 

.1L9±0.2 

0.93±0.02 

13.0±0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - Liggett Group Incorporated 


Brand 


Chesterfield RNFSP. 

Chesterfield KNFSP. 

Chesterfield Filter Lights KFSP. 

Chesterfield Filter Lights lOO's lOOFSP. 

Class A Deluxe Full Flavor KFSP. 

Class A Deluxe Full Flavor lOO's lOOFSP. 

Class A Deluxe Lights KFSP. 

Class A Deluxe Lights lOO's lOOFSP. 

Class A Deluxe Ultra Lights lOO's lOOFSP. 

Eve Ultra Lights Slim lOO's lOOFHP... 

Eve Ultra Lights Slim lOO's Menthol lOOFMHP 

Eve Lights 120's 120FHP. 

Eve Lights 120's Menthol 120FMHP. 

Eve Ultra Lights Slim 120’s 120FHP. 

Eve Ultra Lights Slim 120's Menthol 120FMHP 

L&MKFHP. 

L & M KFSP. 

L & M Super 100 lOOFSP. 

L & M Long Lights lOOFSP... 

L&M30's lOO's lOOFSP. 

L & M 30's Lights lOO's lOOFSP. 

L c& M 30's Ultra Lights lOO's lOOFSP. 

Lark KFSP. 

Lark lOOFSP... 

Lark Lights KFSP... 

Lark Light lOO’s lOOFSP. 

Pyramid KNFSP.. 

Pyramid Full Flavor KFSP. 

Pyramid Full Flavor Menthol KFMSP .. 

Pyramid Full Flavor lOO's lOOFSP .. 

Pyramid Full Flavor lOO's Menthol lOOFMSP .. 

Pyramid Lights KFSP. 

Pyramid Lights lOO's lOOFSP. 

Pyramid Lights lOO's Menthol lOOFMSP.. 

Pyramid Ultra Lights lOO's lOOFSP. 


“Tar” ‘‘Nicotine” CO 


mg/cig 


17.7±0.4 
22.2*0.3 
9.7±0.2 
10.2±0.2 
14.8±0.2 
14.6±0.2 
12.1 ± 0.2 
10.6±0.2 
5.9+0.1 
5.7+0.2 
5.8±0.2 
12.9±0.4 
12.6±0.2 
5.2±0.1 
5.3 ±0.2 
12.7+0.2 
12.7±0.2 
11.3±0.2 
7.6±0.2 
14.2±0.3 
11.5±0.2 
5.8±0.1 
13.3±0.3 
13.7±0.2 
11.8±0.3 
12.2±0.2 
21.4+0.4 
13.9±0.2 
13.4±0.3 
14.6±0.3 
14.5±0.2 
10.6±0.2 
10.8+0.2 
li.0±0.2 
5.3±0.2 




1,U±0.02 
1.40±0.03 
0,74±0.01 
0.81 ±0.02 
1.07 + 0.02 
1.11 ±0.02 
0.90+0.02 
0.86 ±0.01 
0.55 ±0.01 
0.55±0.01 
0.56+0.01 
1.00±0.03 
L00±0.02 
0.51±0.01 
0.51 ±0.02 
0.94±0.01 
0.95+0.01 
0.92+0.02 
0.76±0.02 
1.07±0.02 
0.92±0.01 
0.55±0.01 
1.00±0.02 
1.07 ±0.02 
0.88+0.02 
0.96 ±0.02 
1.33 ±0.03 
1.04±0.02 
1.02 ±0.03 
l.I5±0.03 
1.13+0.02 
0.81±0.01 
0.87±0.02 
0.88±0.02 
0.49 ±0.02 


mg/cig 


10.9±0.4 
14.2±0.3 
11 . 1 + 0.2 
10.7*0.2 
13.7±0,3 
13.7±0.3 
11.5*0.2 
11 . 6 * 0.2 
5.6±0.1 
4.4±0.1 
4.5±0.1 
11.3*0.4 
11.0*0.3 
3.7±0.1 
3.7+0.1 
11.9+0.2 
11 . 8 * 0.2 
11.7*0.3 
6 . 1 ± 0.2 
12.7±0.3 
9.1±0.2 
4.7±0.1 
11.7*0.2- 
13.0±0.3 
10.4*0.3 
11 . 0 ± 0.2 
13.9±0.4 
12.6*0,3 
12.5+0.3 
13.6*0.3 
13.7±0.2 
11 . 8 * 0.2 
11.5 + 0.2 
11.7 + 0.3 
4.9±0,2 
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Tobacco Institute Testing Laboratory 

Market Sample 34 

Test Results - Lorillard Tobacco Company 


Brand 


Harley Davidson BCFSP. 

Harley Davidson Lights KFSP...... 

Heritage Lights KFSP. 

Heritage Lights 100s lOOFSP.. 

Kent Golden Lights KFHP. 

Kent Golden Lights KFSP .. 

Kent Golden Lights Menthol KFMSP. 

Kent Golden Lights 100s lOOFHP. 

Kent Golden Lights 100s lOOFSP. 

Kent Golden Lights 100s Menthol lOOFMSP 

Kent KFHP. 

Kent KFSP. 

Kent 100slOOFSP. 

Kent 100s Menthol lOOFMSP. 

Kent III Ultra Lights KFSP. 

Kent m Ultra Lights 100s lOOFHP. 

Kent III Ultra Lights 100s lOOFSP. 

Max 120s 120FSP. 

Max 120s Menthol i20FMSP. 

Newport KFMHP. 

Newport KFMSP. 

Newport 100's lOOFMHP. 

Newport lOO's lOOFMSP. 

Newport 25's KFMSP. 

Newport 25’s lOO's lOOFMSP. 

Newport Lights KFMHP. 

Newport Lights KFMSP. 

Newport Lights lOO’s lOOFMHP.... 

Newport Lights lOO's lOOFMSP. 

Newport Stripes lOOFHP. 

Newport Stripes lOOFMHP.. 

Newport Stripes Slim Lights lOOFMHP. 

Old Gold Straights KNFSP. 

Old Gold Filters KFSP. 

Old Gold Filter lOO's lOOFSP. 

Old Gold Lights KFSP. 

Old Gold Lights 100s lOOFSP. 

Satin lOOFSP. 

Satin Menthol lOOFMSP. 

Spring lOO's Menthol lOOFMSP. 

Style Lights lOOFHP. 

Style Lights Menthol lOOFMHP. 

Style Ultra Lights lOOFHP. 

Triumph KFSP... 

Triumph Menthol KFMSP. 


“Tar” “Nicotine” CO 


mg/cig 


11 . 0 ± 0.2 
8 . 1 + 0.2 
10.5 ±0.2 
11.1 ± 0.2 
7.3±0.1 
7.9±0.2 
7.9±0.1 
8 . 6 ± 0.2 
8 . 6 + 0.2 
8 . 8 ± 0.2 
11.5±0.2 
12.0 ± 0.1 
12.7±0.2 
12.7±0.1 
3.5±0.2 
4.3±0.1 
4.8±0.2 
15.5±0.3 
15.6±0.2 
16,0+0.2 
17.2±0,2 
18.6±0.3 
18.6+0.3 
17.3+0.2 
18.4+0.2 
8 . 2 + 0.2 
8 . 2 + 0.1 
8 . 1 + 0.2 
8.8+0.3 
11 . 2 + 0.2 
11 . 2 + 0.2 
9.9+0.3 
26.3+0.4 
16,9+0.3 
18.1+0.3 
7.9+0.2 
11.7+0.2 
10.9+0.2 
11 . 1 + 0.2 
19.0+0.3 
10.9 + 0.2 
11 . 0 + 0.2 
4.0+0.1 
3.1+0.1 
3.7+0.2 


mg/cig 


0.81+0.01 

0.69+0.01 

0.86+0.01 

0.91+0.02 

0.64+0.01 

0.68+0.01 

0.66+0.02 

0.74+0.02 

0.77+0.02 

0.76+0.02 

0.81+0.01 

0.86+0.01 

0.94+0.01 

0.95+0.01 

0.36+0.01 

0.42+0.01 

0.45+0.01 

1.24+0.02 

1.25+0.02 

1.17+0.02 

1.27+0.02 

1.43+0.02 

1.45+0.02 

1.27+0.02 

1.40+0.02 

0.68+0.01 

0.68+0.01 

0.72+0.01 

0.78+0.02 

0.91+0.02 

0.86+0.01 

0.78+0.01 

1.83+0.04 

1.25+0.02 

1.38+0.02 

0.68+0.01 

0.95+0.02 

0.90+0.02 

0.93+0.02 

1.46+0.03 

0.89+0.01 

0.86+0.01 

0.39+0.01 

0.32+0.01 

0.36+0.02 


mg/cig 


11.9+0.3 
10.7+0.2 
12.5+0.4 
14.0+0.3 
9.5+0.2 
10.5+0.3 
10.5+0.2 
9,8±0.3 
9.7+0.4 
10.4+0.4 
12.5+0.3 
13.2+0.3 
12.9+0.3 
12.7+0.3 
4.1+0.2 
5.7+0.2 
6.3+0.3 
15.9+0.5 
16.0+0.4 
16.3+0.3 
17,4+0.4 
18.6+0.4 
18.7+0.4 
17.1+0.3 
18.9+0.3 
10.9+0.3 
10.7+0.2 
9.2+0.3 
9.6+0.4 
14.0+0.4 
14.0+0.4 
11.3+0.3 
18.3+0.3 
16.9+0,4 
18.5+0.4 
10.4+0.3 
14.2+0.3 
12.5+0.4 
12.6+0.3 
19.5+0.4 
13.0+0.3 
13.0+0.2 
5.1+0.2 
3.6+0.1 
4.3+0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results >■ Lorillard Tobacco Company 


Brand 

«Tar” 

ms/cis 

“Nicotine” 
rae/cie _ 

CO 

iiig/cis 

Triumph 100s lOOFSP. 

. 4.5 ±0.2 

0.43 ±0.02 

5.9±0.2 

Triumph 100s Menthol lOOFMSP. 

. 5.0±0.2 

0.48 ±0.02 

6,5±0.3 

True KFSP. 

. 4.1 ±0.2 

0.39±0.01 

4.9±0.2 

True Menthol KFMSP... 

. 4.2±0.2 

0.40±0.02 

5.0±0.3 

True lOO’s lOOFSP... 

. 6.1 ±0.2 

0.56 ±0.02 

6.7±0.3 

True lOO's Menthol lOOFMSP. 

. 6.1±0.3 

0.56±0.02 

6.8±0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Philip Morris USA 


“Tar” 


“Nicotine” 


CO 


Brand 


Benson & Hedges Deluxe Ultra Lights lOO's lOOFHP. 


itiff/cifi 

ms/cis 

me/cle 

15.3±0.2 

1.03 ±0.02 

i3.9±0.2 

15.0±0.3 

0.99 ±0.02 

14.8±0.4 

14.9 ±0.2 

1.06 ±0.02 

14.2±0.3 

9.3±0.1 

0.71±0.01 

9.8±0.2 

9.1±0.2 

0,70±0.01 

9.7 ±0.2 

9.4±0.2 

0.74±0.01 

10.9 ±0.2 

14.2±0.4 

1.18±0.03 

11.0±0.3 

15.7±0.3 

1.14±0.02 

14.9 ±0.3 

15.6±0.3 

1.14±0,02 

14.4±0.3 

16.2±0.2 

1.14±0.02 

15.5 ±0.2 

15.4±0.2 

1.10±0.02 

14.0±0.3 

5.4±0.2 

0.47±0.01 

6.1±0.2 

5.2±0.2 

0.44±0.01 

6.3±0.2 

10.3±0.1 

0.80±0.01 

11.0±0.3 

10.6±0.2 

0.81±0.01 

11.0±0.3 

10.3±0.2 

0.7940.01 

11.4±0.3 

10.2±0.2 

0.78 ±0.02 

11.1 ±0.2 

1I.5±0.3 

0.88±0.02 

10.1 ±0.3 

S.2i0.2 

0.08 ±0.00 

8.0±0.3 

8.6+0.1 

0.08 ±0.00 

8.2±0.2 

8.3±0.1 

0.09 ±0.00 

7.9±0.2 

7.7±0.2 

0,08 ±0.00 

7.6 ±0.2 

26.7±0.5 

L67±0.03 

16.0±0.5 

15.9±0.2 

1.I4±0.02 

15.5±0.3 

15.3±0.3 

1.1240.02 

17.5±0.4 

10.2±0.2 

0.81±0.01 

11.7±0.2 

10.1±0.2 

0.81±0.01 

11.4±0.2 

10.1±0.2 

0.84 ±0.02 

12.5 ±0.3 

10.6±0.2 

0.88±0.02 

12.8±0.3 

14.1±0.3 

0.98±0.02 

13.0±0.3 

10.1±0.2 

0.75±0.01 

1I.3±0.2 

16.9±0.3 

1.11 ±0,02 

14.8±0.3 

16.9±0.2 

1.1040.02 

16.440.4 

11.7±0.2 

0.83 ±0.02 

11.4±0.3 

U.9±0.3 

0.86 ±0.02 

11.940.3 

10.9±0.2 

0.80±0.01 

12.5±0.2 

11.1±0.1 

0.83±0.0I 

12.840.3 

4.0+0.1 

0.37±0.01 

5.8±0.2 

8.7±0.2 

0.74 ±0.02 

7.840.1 

8.2±0.2 

0.70±0.01 

7.240.2 

8.4±0.2 

0.72±0.0I 

7.340.2 

8.6±0.2 

0.73±0.01 

7.440.2 

22.040.4 

1.41 ±0.02 

12.340.2 

27.1 ±0.3 

1.70±0.02 

16.2±0.4 

24.3 ±0,5 

1.91 ±0.04 

15.140.6 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Philip Morris USA 


Brand 


Hi-Lite lOOFHP. 

Marlboro KFHF... 

Marlboro KFSP..... 

Marlboro Menthol KFMSP. 

Marlboro lOO's lOOFHP. 

Marlboro lOO's lOOFSP. 

Marlboro 25’s KFSP. 

Marlboro Lights KFHP. 

Marlboro Lights Menthol KFMHP. 

Marlboro Lights KFSP..... 

Marlboro Lights lOO's lOOFHP. 

Marlboro Lights lOO's Menthol lOOFMHP.,,.. 

Marlboro Lights lOO's lOOFSP. 

Marlboro Lights 25's KFSP. 

Marlboro Ultra Lights KFHP. 

Marlboro Ultra Lights lOO's lOOFHP. 

Merit KFHP. 

Merit KFSP.■. 

Merit Menthol KFMSP. 

Merit lOO's lOOFSP. 

Merit lOO's Menthol lOOFMSP. 

Merit Ultra Lights KFHP. 

Merit Ultra Lights KFSP... 

Merit Ultra Lights Menthol KFMSP. 

Merit Ultra Lights iOO's lOOFHP. 

Merit Ultra Lights IOO's lOOFSP..,.. 

Merit Ultra Lights IOO's Menthol lOOFMSP... 

Next De-Nic KFSP. 

Next De-Nic Menthol KFMSP. 

Next De-Nic 100 lOOFSP. 

Parliament Lights KFHP. 

Parliament Lights KFSP. 

Parliament Lights IOO's lOOFSP...... 

Philip Morris International lOOFHP. 

Philip Morris International Menthol lOOFMHP 

Players RNFHP.... 

Players KFHP. 

Players Menthol KFMHP. 

Players IOO's lOOFHP. 

Players IOO's Menthol lOOFMHP. 

Players Lights 25's KFSP... 

Players Lights 25's Menthol KFMSP...,. 

Players Lights 25's IOO's lOOFSP. 

Players Lights 25's IOO's Menthol lOOFMSP.. 

Saratoga 120’s i20FHP. 

Saratoga 120'5 Menthol 120FMHP. 


“Tar” 

mg/cig 

13.3±0.2 
15.8±0.2 
15.6±0.3 
15.6±0.2 
16.0±0.3 
16.4±0.2 
16.3 ±0.3 

10.5 ±0.2 
9.7±0.2 

10.7+0.2 

10.6 ±0.2 
9.4+0.2 

10.0+0.2 
10.6+0.2 
5.7+0.2 
5.6+0.1 
7.8+0.1 
7.5+0.1 
7.6+0.2 
9.6+0.2 
9.9+0.2 
4.7+0.1 
4.7+0.1 
4.7+0.1 
5.3+0.1 
5,5+0.2 
5.2+0.2 
9.4+0.1 
8,5±0,2 
9.1+0.1 
8.8+0.2 
9.0+0.2 
11.6+0,2 
16.2+0.3 
16.5+0.2 
24.7+0.5 
11.3+0.2 
10.9+0.2 
13.9+0.2 
13.9+0.2 
9.9+0.2 
9.8+0,2 
11.2+0.2 
11.4+0.2 
14.4+0.3 
14.2+0.3 


“Nicotine” 

mg/cig 

1.09 + 0.02 
1.06+0.01 
1.08+0.02 
1.04+0.02 
1.13+0.02 
1.17+0.02 
1.12±0.02 
0.78+0.01 
0.76+0.02 
0.79+0.02 
0.80+0.01 
0.76+0.02 
0.77+0.02 
0.80+0.01 
0.50+0.01 
0.49+0.01 
0.60+0.01 
0.59+0.01 
0.61+0.02 
0.76+0.01 
0.78+0.01 
0.44+0.01 
0.46+0.01 
0.44+0.01 
0.50+0.01 
0.52+0.01 
0.48+0.01 
0.09+0.00 
0.08+0.00 
0.09+0.00 
0.68+0.02 
0.72+0.02 
0.92+0.02 
1.14+0.02 
1.18+0.02 
1.80+0.04 
0.84+0.01 
0.82+0.02 
1.04+0.02 
1.03+0.02 
0.76+0.02 
0.76+0.01 
0.85+0.02 
0.87+0.01 
1.07+0.02 
1.07+0.03 


13.1+0.3 
13.9+0,3 
13.6+0.3 
15.4+0.3 
I5.5±0.3 
15.0+0.2 
14.1+0.4 
11.3+0.3 
9.8±0.3 
11.2+0.3 
11.6+0.2 
10.5+0.2 
11.5+0.3 
10.8+0.2 
6.5+0.2 
7.3+0.2 
9.1+0.2 
9.1+0.2 
8.9+0.3 
10.6+0.2 
11.1+0.3 
5.6+0.1 
5.2+0.1 
5.6+0.2 
6.9+0.1 
6.3+0.2 
6.9+q.2 
8.7+0.2 
8.1 + 0.1 
8.6 + 0.2 
9.4+0.2 
9.5+0.2 
11.4+0.3 
15.4+0.4 
15.4 + 0.2.._ 
14.8+0.3 
11.2+0.3 
11.0+0.3 
12.3+0.3 
12.5+0.3 
10.0+0,2 
10.1+0.2 
12.7+0.3 
12.6+0.2 
13.7+0.3 
13.0+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Test Results - Philip Morris USA 


“Tar” “Nicotine” CO 


Brand 

me/ciff 

ni 2 /cie 

ms/cig 

Virginia Slims lOOFSP. 

.14.6±0.2 

1.05+0.02 

12.6+0.2 

Virginia Slims Menthol lOOFMSP... 

.14.7±0.2 

1.04+0.01 

12.4+0.3 

Virginia Slims Lights lOOFHP. 

. 8.1+0.2 

0.66+0.01 

8.0+0.3 

Virginia Slims Lights Menthol lOOFMHP. 

. 8.3±0.2 

0.66+0.02 

7.9+0.1 

Virginia Slims Lights 120's 120FHP. 

.14.0+0.3 

1.05+0.02 

13.5+0.4 

Virginia Slims Lights 120's Menthol 120FMHP,. 

.13.3+0.3 

0.99+0.02 

12.6+0.3 

Virginia Slims Ultra Lights 100 lOOFHP. 

. 5.5±0.1 

0.48+0.01 

5.6+0.2 

Virginia Slims Ultra Lights 100 Menthol lOOFMHP. 

. 5.4 + 0.1 

0.48+0.01 

5.4+0.2 

Virginia Slims Superslims 100 lOOFHP. 

. 5.7+0.3 

0.51+0.02 

6.5 + 0.4 

Virginia Slims Superslims 100 Menthol lOOFMHP. 

. 5.9+0.3 

0.50+0.02 

6.4+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - R.J. Reynolds Tobacco Company 


Brand 


Camel RNFSP. 

Camel Filters KFHP 
Camel Filters KFSP. 


Camel Filters lOO's lOOFSP. 

Camel Lights KFHP... 

Camel Lights KFSP. 

Camel Lights lOO's lOOFSP...... 

Camel Ultra Lights KFHP... 

Camel Ultra Lights KFSP. 

Camel Ultra Lights lOO's lOOFHP. 

Century 25's (25) KFSP. 

Century 25's lOO's lOOFSP. 

Century 25's Lights (25) KFSP. 

Century 25's Lights lOO's lOOFSP. 

Century 25's Lights lOO's Menthol lOOFMSP 


Chelsea lOOFHP. 

Dakota KFHP. 

Dakota Lights KFHP .... 
Dora! Full Flavor KFSP 


Doral Full Flavor Menthol KFMSP 


Doral Full Flavor lOO's lOOFSP. 

Doral Full Flavor lOO's Menthol lOOFMSP 


Doral Lights KFSP. 

Doral Lights Menthol KFMSP. 

Doral Lights lOO's lOOFSP. 

Doral Lights lOO's Menthol lOOFMSP 

Doral Ultra Lights KFSP . 

Doral Ultra Lights lOO's lOOFSP,..,... 

Horizon Lights lOOFSP. 

Horizon Lights Menthol lOOFMSP_ 

Magna KFHP. 

Magna KFSP... 

Magna Lites KFHP. 

Magna Lite.s KFSP. 

More I20s IZOFSP. 

More 120s Menthol I20FMSP. 


More Lights 100s lOOFHP. 

More Lights lOOs Menthol lOOFMHP. 

More Lights 120s I20FSP. 

More Lights 120s Menthol 120FMSP. 

More White Lights 120 b I20FSP. 

More White Lights 120s Menthol 120FMSP 


Now KFHP. 

Now KFSP. 

Now Menthol KFMSP 


Rev. 3/19/92 


“Tar” 

“Nicotine” 

m£/cie 

CO 

..2L8±0.3 

1.52+0.03 

12.8+0.4 

..17.3+0.3 

1.24+0.03 

15.5+0.3 

..14.7+0.3 

1.06+0.02 

13.0+0.2 

..16,6+0.3 

1.08+0.02 

16.3+0.3 

.. 9.4+0.1 

0.68+0.01 

11.8+0.2 

..11.5+0.1 

0.83+0.01 

11.9+0.2 

..11.0+0.1 

0.82+0.01 

12.1+0.2 

.. 5.6+0.2 

0.54+0.01 

7.9+0.2 

.. 5.8+0.2 

0.56+0.02 

8.0+0.3 

.. 6.0+0.2 

0.55+0.02 

8.3+0.3 

..14.7 + 0.3 

1.04+0.03 

16.8+0.4 

..15.8+0.3 

1.18+0.03 

18.8+0.4 

.. 8.0+0.2 

0.69+0.02 

9.5+0.2 

..11.2+0.2 

0.95+0.02 

12.3+0.3 

..11.3+0.1 

0.84+0.01 

12.6+0.2 

..10.2+0.2 

0.81+0.01 

9.7+0.2 

..16.5+0.3 

1.21+0.02 

14.8+0.3 

..11.4+0.2 

0.93+0.01 

11.3+0.3 

..15.4+0.2 

1.18+0.02 

14.0+0.2 

..16.0+0.3 

1.17+0.03 

14.7+0.3 

..15.6+0.2 

1.19+0.02 

16.3+0.3 

..15.8+0.3 

1.19+0.02 

16.6+0.4 

.. 10.3+0.2 

0.83 + 0.02 

10.5+0.2 

.. 9.5+0.2 

0.73+0.02 

9.6+0.2 

..10.6+0.2 

0.92+0.02 

9.7+0.3 

.. 9.4+0.2 

0.73+0.02 

12.5+0.3 

5.2+0.1 

0.52+0.01 

6.6±0.1 

.. 5.2+0.1 

0,51+0.01 

7.2 + 0.2 

..10.8+0.1 

0.82 + 0.01 

11.4+0.2 

..11.4+0.2 

0.89 + 0.02 

11.2+0.1 

..16.4+0.6 

1.17+0.05 

15.3+0.4 

..15.4+0.3 

1.15+0.03 

15,1+0.3 

..11.3+0.4 

0.82+0.03 

11.8+0.3 

..11.7 + 0.2 

0.84+0.02 

12,5+0.3 

..16.1+0.3 

1.23+0.02 

19.3+0.4 

..16.5+0.4 

1.37+0.03 

19.5+0.4 

.. 9.4+0.2 

0.78+0.02 

9.6+0.2 

.. 8.8+0.1 

0.70+0.01 

9.2+0.2 

..11.7+0.3 

0.92+0.02 

17.7 + 0.6 

..11.5+0.4 

0.98+0.03 

17.1+0.5 

.,11.7+0.3 

0.93+0,02 

16.0 + 0.4 

..11.7+0.3 

0.98+0.03 

16.3 + 0.3 

< 0.5 

< 0.05 

< 0.5 

.. 1.0+0.1 

0.13+0.01 

L9+0.1 

.. 0.9+0.0 

0.12+0.01 

1.8 + 0.1 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - R.J. Reynolds Tobacco Company 


Brand 


Now 100s lOOFHP. 

Now 100s lOOFSP. 

Now 100s Menthol lOOFMSP. 

Rjtz 100s lOOFHP. 

Ritz 100s Menthol lOOFMHP. 

Salem KFMHP. 

Salem KFMSP. 

Salem lOO's lOOFMSP. 

Salem Lights KFMSP. 

Salem Lights lOO’s lOOFMHP. 

Salem Lights lOO's lOOFMSP. 

Salem Slim Lights lOO's lOOFMHP. 

Salem Ultra Lights KFMSP.. 

Salem Ultra Lights lOO's lOOFMSP 

Sterling lOOFSP. 

Sterling Menthol lOOFMSP ... 

Sterling Lights lOOFSP.. 

Sterling Lights Menthol lOOFMSP,, 

Vantage KFSP. 

Vantage Menthol KFMSP.. 

Vantage lOOs lOOFSP. 

Vantage lOOs Menthol lOOFMSP.... 

Vantage Ultra Lights KFSP. 

Vantage Ultra Lights 100s lOOFSP.. 

Winston KFHP. 

Winston KJfSP. 

Winston lOO's lOOFSP. 

Winston Lights KFHP........ 

Winston Lights KFSP. 

* Winston Lights lOO's lOOFHP. 

Winston Lights lOO's lOOFSP. 

Winston Ultra Lights KFSP. 

Winston Ultra Lights lOO's lOOFSP 


“Tar” 


“Nicotine” 


CO 


; 0.5 

< 0.05 

< 0.5 

2.1+0.1 

0.2410.01 

3.010.1 

1.9±0.1 

0.2110.01 

2.610.2 

9.9+0.2 

0.8210.02 

10.310.3 

11.3+0.2 

0.8710.02 

10.810.2 

16.910.3 

1.20+0.02 

15.610.4 

17.010.3 

1.2710.02 

15,710.4 

16.710.2 

1.2310.02 

15.810.3 

10.010.2 

0.7410.01 

11.710.2 

11.610.1 

0.91+0.02 

il.0±0.2 

8.510.1 

0.7110.01 

9.810.2 

8.910.1 

0.7310.01 

8.910.2 

4.810.1 

0.44+0,01 

6.7+0.2 

4.710.1 

0.4410.01 

6.710.2 

15.210.2 

1.0810.02 

15.910.3 

16.210.2 

1.21+0.01 

15.5+0.2 

10.310.2 

0.81+0.02 

11.210.3 

8.810.2 

0.76+0.01 

9.710.2 

8.5±0.2 

0.64+0.01 

10.4+0.3 

9.510.2 

0.69+0.02 

11.6+0.2 

8.610.2 

0.6810.01 

9.910.3 

8.210.2 

0.6210.02 

11.110.2 

4.910.1 

0.4410.01 

6.810.2 

4.810.1 

0.4410.01 

7.210.2 

17.310.3 

1.21+0.03 

15.6+0.4 

18.210.3 

1.54+0.03 

14.310.4 

17.010.2 

1.11+0.02 

17.3+0.2 

9.410.2 

0.69±0.01 

1L7±0.3 

10.310.2 

0.75 + 0.02 

10.810.3 

10.610.2 

0.80+0.02 

12.310.2 

10 . 810.2 

0.8210.01 

11.7 + 0.2 

6.110.1 

0.56 + 0.01 

8.0+0.2 

4.4+0.1 

0.42+0.01 

6.410.2 


Retested brand 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Test Results - Tobacco Exporters International (USA) Limited 


Brand 


Craven A KFHP. 

Craven A Filter Standard Size RFHP 

Dimhill International lOOPHP. 

Dunhill Menthol lOOFMHP. 

Dunhill Menthol Mild lOOFMHP,.., 
Dunhill Int. Superior Mild IQOFHP.. 

Rothmans KFHP. 

Rothmans Special Mild KFHP. 

St. Moritz Filter lOOFSP. 

St. Moritz Filter Menthol lOOFMSP. 


“Tar” 

ms/cia 

“Nicotine” 

ma/cie 

CO 

uie/cie 

..13.6+0.2 

1.10 + 0.02 

12.5+0.3 

..19.5±0.3 

1.63+0.03 

13.2 + 0.3 

..12.7rt0.2 

1.32+0.03 

11.5+0.2 

..14.5±0.3 

1.28+0.03 

15.4+0.3 

9.6+0.2 

0.85+0.02 

10.5+0.2 

.. 8.5+0.2 

0.83+0.02 

8.7+0.2 

..17.2+0.3 

1.30+0.03 

16.9+0.4 

..12.9+0.2 

1.06+0.02 

12.9+0,2 

..14.6+0.2 

1.07 + 0.02 

14,8+0.3 

..14.9+0.1 

1.13+0.02 

15.0+0.2 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 

“Tar” 

me/cis 

“Nicotine” 

me/cie 

CO 

nie/cie 

Carlton Ultra KPHP. 

< 0.5 

< 0.05 

< 0.5 

Now KFHP. 

< 0.5 

< 0.05 

< 0.5 

Now 100s lOOFHP. 

< 0.5 

< 0.05 

< 0.5 

Now Menthol KFMSP. 

... 0.9±0.0 

0.12+0.01 

1.8+0.1 

Now KFSP. 

1.0±0,1 

0.13+0.01 

1.9+0.1 

Carlton KFSP. 

... 1.0±0.1 

0.14+0.01 

1.9+0.1 

Carlton lOO's Menthol lOOFMHP... 

.. 1.0±0.1 

0.13+0.01 

1.3+0.1 

Carlton Menthol KFMSP.;... 

.. 1.0±0.1 

0.13+0.01 

1.8+0.1 

Carlton lOO's lOOFHP .. 

.. 1.2±0.1 

0.15+0.01 

1.5±0.i 

Carlton 83 KFHP. 

.. L2±0.1 

0.16+0.01 

2.0+0.I 

Now 100s Menthol lOOFMSP. 

.. 1.9±0.1 

0.21+0.01 

2.6+0.2 

Carlton lOO's lOOFSP. 

.. L9±0.1 

0.21+0.01 

2.4+0.1 

Carlton lOO's Menthol lOOFMSP... 

.. 2.0+0.1 

0.23+0.01 

2.5+0.I 

Kool Ultra KFMSP. 

.. 2.0±0.1 

0.19+0.01 

2.0 ±0.1 

Now lOOs lOOFSP.... 

.. 2.1±0.1 

0.24+0.01 

3.0+0.1 

Triumph KFSP..... 

.. 3.1±0.1 

0.32+0.01 

3.6 ±0.1 

Kent III Ultra Lights KFSP. 

.. 3.5+0.2 

0.36+0.01 

4.1+0.2 

Triumph Menthol KFMSP...... 

.. 3.7±0.2 

0.36+0.02 

4.3 ±0.3 

Style Ultra Lights lOOFHP. 

.. 4.0+0.1 

0.39+0.01 

5.1+0.2 

Cambridge Ultra Low Tar lOO's lOOFSP. 

.. 4.0±0.I 

0.37+0.01 

5.8+0.2 

True KFSP. 

.. 4.I+0.2 

0.39+0.01 

4.9+0.2 

True Menthol KFMSP... 

.. 4.2±0.2 

0.40+0.02 

5.0+0.3 

Kent III Ultra Lights lOOs lOOFHP... 

.. 4.3±0.1 

0.42+0.01 

5.7 ±0.2 

Winston Ultra Lights lOO's.lOOFSP. 

.. 4.4L0.1 

0.42+0.01 

6.4 ±0.2 

Triumph lOOs lOOFSP. 

.. 4.5±0.2 

0.43+0.02 

5.9+0.2 

Merit Ultra Lights KFSP..... 

.. 4.7±0.1 

0.46+0.01 

5.2+0.1 

Merit Ultra Lights Menthol KFMSP... 

.. 4.7±0.1 

0.44+0.01 

5.6+0.2 

Salem Ultra Lights lOO's lOOFMSP... 

.. 4.7±0.1 

0.44+0.01 

6.7+0.2 

Merit Ultra Lights KFHP... 

.. 4.7±0.1 

0.44+0.01 

5.6 + 0.1 

Kent III Ultra Lights lOOs lOOFSP. 

.. 4.8±0.2 

0.45+0.01 

6.3+0.3 

Salem Ultra Lights KFMSP....... 

.. 4.8±0.1 

0.44+0.01 

6.7+0.2 

Vantage Ultra Lights lOOs lOOFSP. 

., 4,8±0.1 

0.44+0.01 

7.2+0.2 

Vantage Ultra Lights KFSP..... 

.. 4.9L0.1 

0.44+0.01 

6.8+0.2 

Triumph 100s Menthol lOOFMSP. 

.. 5.0±0.2 

0.48+0.02 

6.5+0.3 

Tareyton Lights KFSP... 

.. 5.1±0.2 

0.46+0.01 

5.6+0.2 

Merit Ultra Lights lOO's Menthol lOOFMSP. 

.. 5.2+0.2 

0.48+0.01 

6.9+0.2 

Benson & Hedges Deluxe Ultra Lights lOO's Menthol lOOFMHP. 

.. 5.2±0.2 

' 0.44+0.01 

6.3+0.2 

Kool Ultra lOO’s lOOFMSP.. 

.. 5.2±0.2 

0.46+0.02 

5.0+0.2 

Doral Ultra Lights lOO's lOOFSP. 

.. 5.2±0.1 

0.51+0.01 

7.2+0.2 

Eve Ultra Lights Slim 120’s 120FHP. 

.. 5.2±0.I 

0.51+0.01 

3.7+0.1 

Doral Ultra Lights KFSP... 

.. 5.2+0.1 

0.52+0.01 

6.6+0.1 

Pyramid Ultra Lights lOO's lOOFSP... 

.. 5.3 ±0.2 

0.49+0.02 

4.9+0.2 

Merit Ultra Lights lOO’s lOOFHP. 

.. 5.3+0.1 

0.50+0.01 

6.9 ±0.1 

Kool Deluxe Ultra KFMHP. 

.. 5.3+0.2 

0.54+0.01 

6.6+0.1 

Carlton 120’s Meutliol 120FMSP... 

.. 5.3+0.2 

0.52+0.02 

4.2+0.2 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 



Eve Ultra Lights Slim 120's Menthol 120FMHP. 

Benson & Hedges Deluxe Ultra Lights lOO's lOOFHP 
Virginia Slims Ultra Lights 100 Menthol lOOFMHP.. 

Carlton 120's 120FSP. 

Merit Ultra Lights lOO’s lOOFSP.. 

Virginia Slims Ultra Lights 100 lOOFHP. 

Marlboro Ultra Lights lOO’s lOOFHP .. 

Camel Ultra Lights KFHP.. 

Eve Ultra Lights Slim lOO's lOOFHP... 

Virginia Slims Superslims 100 lOOFHP. 

Marlboro Ultra Lights KFHP.i 

Montclair Ultra Lights lOO's lOOFSP.. 

Malibu Ultra Lights lOO's lOOFSP. 

Camel Ultra Lights KFSP. 

L & M 30's Ultra Lights lOO's lOOFSP. 

Kool Deluxe Ultra lOO's lOOFMHP. 

Eve Ultra Lights Slim lOO's Menthol lOOFMHP. 

Virginia Slims Superslims 100 Menthol lOOFMHP ... 

Class A Deluxe Ultra Lights lOO's lOOFSP. 

Camel Ultra Lights lOO's lOOFHP... 

Winston Ultra Lights KFSP ...... 

True lOO's lOOFSP. 

True lOO's Menthol lOOFMSP.,..,.,. 

Kent Golden Lights KFHP-.,... 

Merit KFSP. 

Merit Menthol KFMSP. 

L & M Long Lights lOOFSP ..,. 

Tareyton Long Lights lOOFSP...... 

B & H De-Nic lOO's Menthol lOOFMHP. 

Merit KFHP. 

Kool Lights KFMSP.:... 

Kent Golden Lights Menthol KFMSP. 

Old Gold Lights KFSP. 

Kent Golden Lights KFSP. 

Century 25's Lights (25) KFSP,. 

Virginia Slims Lights lOOFHP. 

Lucky Strike Lights KFSP. 

Newport Lights lOO's lOOFMHP. 

Kool Lights lOO's lOOFMSP. 

Harley Davidson Lights KFSP........................ 

B & H De-Nic KFHP. 

Newport Lights KFMSP.. 

Vantage 100s Menthol lOOFMSP. 

Newport Lights KFMHP. 

Cartier 100 10's Menthol lOOFMHP. 

Misty Slims lOO's Lights Menthol lOOFMHP. 


5.3+0.2 

5.4±0.2 

5.4±0.1 

5.5±0.2 

5.5±0.2 

5.5±0.1 

5.6±0.1 

5.6+0.2 

5.7±0.2 

5.7±0.3 

5.7±0.2 

5.8±0.2 

5,8±0.1 

5.8+0.2 

5.8±0,1 

5.8±0.1 

5.8±0.2 

5.9±0.3 

5.9±0.1 

6.0±0.2 

6.1+0.1 

6.1+0.2 

6.1±0.3 

7.3±0.1 

7.540.1 
7.6±0.2 
7.6+0.2 
7.7±0.1 

7.740.2 
7.8±0.1 

7.840.2 

7.940.1 

7.940.2 

7.940.2 
8.040.2 

8.140.2 
8.140.2 
8.140.2 
8.140.2 
8.140.2 
8.240.2 
8 . 240.1 
8.240.2 
8.240.2 
8.240.2 
8,3 40.2 


0.5140.02 
0.4740.01 
0.4840.01 
0.5240.01 
0.5240.01 
0.48 40.01 
0.4940.01 
0.5440.01 
0.5540.01 
0.5140.02 
0.5040.01 
0.5240.01 
0.53 4 0.01 
0.5640.02 
0.55 4 0.01 
0.5840.01 
0.56 40.01 
0.5040.02 
0.55 4 0.01 
0.55 4 0.02 
0.56 4 0.01 
0.56 4 0.02 
0.5640.02 
0.64 + 0.01 
0.59 40.01 
0.6140.02 
0.7640.02 
0.6740.01 
0.0840.00 
0.6040.01 
0.66 40.02 
0.66 40.02 
0.6840.01 
0.6840.01 
0.69 40.02 

0.6640.01 
0.6840.02 
0.7240.01 
0 . 6840.01 
0.6940.01 
0.08 40.00 
0.6840.01 
0.6240.02 
0.6840.01 
0.7040.01 

0.7240.02 


3.740.1 

6.140.2 

5.440.2 

4.440.1 

6.340.2 

5.640.2 

7.340.2 

7.940.2 

4 . 440.1 

6.540.4 

6.540.2 

7.340.2 

7.440.2 
8.040.3 

4.740.1 

6.840.2 

4.540.1 

6.440.4 

5.640.1 

8.340.3 
8.040.2 

6.740.3 

6.840.3 

9.540.2 

9.140.2 

8.9±0.3 

6.140.2 

8.540.2 

7.640.2 

9.140.2 
8.240.1 

10.540.2 

10.440.3 

10 . 540.3 

9.540.2 
8.040.3 

9.540.3 

9.240.3 
8 . 840.2 

10 . 740.2 

8.040.3 

10 . 740.2 

11.140.2 

10.940.3 

7.240.2 

8.140.2 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 


«Tar” 

me/cie 

“Nicotine” 

CO 

m 2 /cig 

Virginia Slims Lights Menthol lOOFMHP. 


8.3±0.2 

0.6610.02 

7.910.1 

B & H De-Nic lOO's lOOFHP. 


.. 8.3±0.1 

0.0910.00 

7.910.2 

Cartier 100 20's lOOFHP. 


.. 8.4L0.2 

0.7210.01 

7.310.2 

Belair lOO's lOOFMSP. 


.. 8.4±0.2 

0.6310.02 

8.510.2 

Dunhill Int. Superior Mild lOOFHP. 


.. 8.S±0.2 

0.83 ±0.02 

8.7+0.2 

Salem Lights lOO's lOOFMSP. 


.. 8.5±0.1 

0.7110,01 

9.810,2 

Vantage KFSP. 


.. 8.5±0.2 

0.6410.01 

10.410.3 

Next De-Nic Menthol KFMSP........ 


.. 8.5±0.2 

0.0810.00 

8.110.1 

Kent Golden Lights 100s lOOFHP........... 


.. 8.6±0.2 

0.7410.02 

9.810.3 

B & H De-Nic Menthol KFMHP... 


.. 8.6±0.1 

0.0810.00 

8.210.2 

Cartier 100 20's Menthol lOOFMHP. 


.. 8.6±0.2 

0.7310.01 

7.410.2 

Kent Golden Lights 100s lOOFSP... 


8.6±0.2 

0.7710.02 

9.7+0.4 

Vantage 100s lOOFSP. 


.. 8.6±0.2 

0.6810.01 

9.910.3 

Cartier 100 lO’s lOOFHP. 


.. 8.7±0.2 

0.7410.02 

7.810.1 

Malibu Lights KFSP... 


.. 8.7±0.2 

0.75 ±0.01 

8.810.3 

Raleigh Extra Lights lOO's Menthol lOOFMSP.... 


.. 8.8±0.2 

0.7110.01 

9.710.2 

Parliament Lights KFHP... 


.. 8.8±0.2 

0.6810.02 

9.410.2 

Misty Slims lOO's Lights lOOFHP. 


.. 8.8±0.2 

0.76+0.02 

8.610.2 

Sterling Lights Menthol lOOFMSP. 


.. 8.8±0.2 

0.76+0.01 

9.710.2 

Kool Deluxe Lights KFMHP. 


.. 8.8±0.1 

0.8010.02 

10.010.2 

Kent Golden Lights 100s Menthol lOOFMSP. 


.. 8.8±0.2 

0.76±0.02 

10.410.4 

Newport Lights lOO's lOOFMSP... 


.. 8.8±0.3 

0.7810.02 

9.610.4 

More Lights 100s Menthol lOOFMHP. 


.. 8.8±0.1 

0.7010.01 

9.210.2 

Lucky Strike Lights lOO's lOOFSP. 


.. 8.9±0.2 

0.75+0.02 

10.010.2 

Salem Slim Lights lOO’s lOOFMHP. 


,. 8.9±0.1 

0.7310.01 

8.910.2 

Belair Low Price Lights KFMSP.. 


.. 8.9±0.1 

0.8010.01 

9.510.2 

Parliament Lights KFSP... 


.. 9.0±0.2 

0.7210.02 

9.510.2 

Malibu Lights lOO’s lOOFSP. 


.. 9.0±0.2 

0.79+0.02 

10.610.3 

Next De-Nic 100 lOOFSP. 


.. 9.1±0.1 

0.0910.00 

8 . 610.2 

Alpine Lights KFMSP. 


.. 9.1 ±0.2 

0.7010.01 

9.710.2 

Capri Menthol lOOFMHP.. 


.. 9.2+0.2 

0.70±0,02 

5.810.2 

Alpine Lights KFMHP. 


.. 9.3±0.1 

0.71+0.01 

9.810.2 

Pall Mall Lights lOO's lOOFSP. 


.. 9.310.2 

0.7810.02 

11.110.3 

More Lights lOOs lOOFHP. 


.. 9.410.2 

0.7810.02 

9.6+0.2 

Marlboro Lights lOO's Menthol lOOFMHP. 


.. 9.410.2 

0.7610.02 

10.510.2 

Camel Lights KFHP..... 


.. 9.410.1 

0.6810.01 

11.810.2 

Winston Lights KFHP..-.. 


.. 9.410.2 

0.6910.01 

11.710.3 

Doral Lights lOO's Menthol lOOFMSP. 


,. 9.410.2 

0.7310.02 

12.5+0.3 

Next De-Nic KFSP. 


.. 9.410.1 

0.0910.00 

8.7+0.2 

Alpine Lights lOO's lOOFMSP... 


.. 9.410.2 

0.7410.01 

10.910.2 

Vantage Menthol KFMSP . 


.. 9.510.2 

0.6910.02 

11.610.2 

Belair Low Price Lights lOO’s lOOFMSP .. 


.. 9.510.2 

0.88 + 0.02 

10.410.2 

Capri lOOFHP. 


... 9.510.2 

0.7610.02 

6,010.2 

Doral Lights Menthol KFMSP. 


... 9.510.2 

0.7310.02 

9.610.2 

Dunhill Menthol Mild lOOFMHP... 


... 9.610.2 

0.8510.02 

10.510.2 

Merit lOO's lOOFSP. 


... 9.610.2 

0.7610,01 

10.610.2 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 


Kool Deluxe Lights lOO's lOOFMHP. 

Raleigh Extra Lights Menthol KFMSP... 

Marlboro Lights Menthol KFMHP... 

Chesterfield Filter Lights KFSP... 

Players Lights 25's Menthol KFMSP.. 

Ritz 100s lOOFHP. 

Players Lights 25's KFSP... 

Merit lOO's Menthol lOOFMSP. 

Bull Durham Lights KFHP. 

Newport Stripes Slim Lights lOOFMHP. 

Salem Lights KFMSP... 

Marlboro Lights lOO's lOOFSP... 

Bristol Lights Menthol KFMSP.. 

Bristol Lights lOO's lOOFSP .. 

Bucks Lights KFSP. 

Chelsea lOOFHP. 

Bristol Lights KFSP.;.... 

Belair KFMSP. 

Benson & Hedges Lights lOO's Menthol lOOFMSP . 

Chesterfield Filter Lights lOO's lOOFSP. 

Benson & Hedges Lights lOO's lOOFHP. 

Doral Lights KFSP. 

Winston Lights KFSP.. 

Sterling Lights lOOFSP... 

Benson & Hedges Lights lOO's lOOFSP. 

Heritage Lights KFSP. 

Marlboro Lights KFHP.1.. 

Benson & Hedges Lights 100‘s Menthol lOOFMHP 

Doral Lights lOO's lOOFSP. 

Class A Deluxe Lights lOO's lOOFSP. 

Pyramid Lights KFSP... 

Marlboro Lights lOO’s lOOFHP. 

Winston Lights lOO's lOOFHP. 

Bristol Lights lOO's Menthol lOOFMSP. 

Marlboro Lights 25's KFSP. 

Raleigh Extra Lights KFSP. 

Marlboro Lights KFSP.... 

Pyramid Lights lOO's lOOFSP ..... 

Horizon Lights lOOFSP.. 

Winston Lights lOO's lOOFSP.. 

Style Lights lOOFHP. 

Satin lOOFSP... 

American Lights lOO's Menthol lOOFMSP..... 

Cambridge Lights lOO's lOOFSP... 


“Tar” 

ms/ciE 

“Nicotine” 

me/cie 

CO 

ms/cie 

9.7±0.3 

0.90±0.02 

9.9±0.3 

9.7±0.2 

0.71 ±0.02 

11.2±0.2 

9.7±0.2 

0,76±0.02 

9.8±0.3 

9.7±0.2 

0.74±0.01 

11.1±0.2 

. 9.8±0.2 

0.76±0.01 

10.1 ±0.2 

, 9.9±0.2 

0.82 ±0,02 

10.3±0.3 

, 9.9±0.2 

0.76 ±0.02 

10.0±0.2 

, 9.9±0.2 

0.78±0.01 

11.1±0.3 

, 9.9+0.2 

0.82±0.02 

10.3 ±0.3 

, 9.9±0.3 

0.78±0.01 

11,3±0,3 

,10.0±0.2 

0.74±0.01 

11.7±0,2 

,10.0±0.2 

0.77 ±0.02 

11.5±0.3 

,10.1±0.2 

0.81 ±0.01 

1L4±0.2 

.10.1±0.2 

0.84 ±0.02 

12.5±0.3 

,10.1 ±0.2 

0.75±0.01 

11.3±0.2 

,10.2±0.2 

0.81±0.01 

9.7±0.2 

.10.2±0.2 

0.81±0.01 

11.7±0.2 

.10.2±0.2 

0.79±0.02 

9.7±0.2 

,10.2±0.2 

0.78±0.02 

ll.l±0.2 

,10.2±0.2 

0.81 ±0.02 

10.7±0.2 

,10.3±0.1 

0.8040.01 

11.040.3 

,10.3±0.2 

0.83±0.02 

10.5 ±0.2 

,10.3±0.2 

0.75±0.02 

10.840.3 

,10.3±0.2 

0.81 ±0.02 

11.2±0.3 

,10.3±0.2 

0.79±0.01 

11.4±0.3 

,10.5±0.2 

0.86±0.01 

12.5±0.4 

,10.5±0.2 

0.78±0.01 

11.3±0.3 

.10.6±0.2 

0.81±0.01 

11.0±0.3 

.10.6±0.2 

0.92±0.02 

9.7±0.3 

.10.6±0.2 

0.86±0.01 

U.6±0.2 

.10.6 ±0.2 

0.81 ±0.01 

11.8±0.2 

.10.6±0.2 

0.80±0.01 

11.6±0.2 

.10.6 ±0.2 

0.8040.02 

12.3 ±0.2 

.10.6 ±0.2 

0.8840.02 

12.8±0.3 

.10.6±0.2 

0.80±0.01 

10.8±0.2 

.10.6 ±0.2 

0,71 ±0.01 

12.8±0.4 

.10.7±0.2 

0.79 ±0.02 

11.2±0.3 

.10.8±0.2 

0.87 ±0.02 

11.5±0.2 

.10.8±0.1 

0.82±0.01 

11.4±0.2 

.10.8±0.2 

0.82±0.01 

11.7±0.2 

.10.9±0.2 

0.89±0.01 

13.0±0.3 

.10.9±0.2 

0.90±0.02 

12.5±0.4 

.10.9±0.2 

0.94±0.02 

11.1±0.2 

.10.9±0.2 

0.80±0.01 

12.5±0.2 


* Retested brand 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 


Players Menthol KFMHP. 

Style Lights Menthol lOOFMHP. 

Pyramid Lights 100's Menthol lOOFMSP. 

Camel Lights lOO's lOOFSP... 

Harley Davidson KFSP. 

Viceroy Lights KFHP. 

Silva ITiins Filters lOOFHP. 

Viceroy Lights KFSP. 

Satin Menthol lOOFMSP.. 

Heritage Lights 100s lOOFSP. 

Cambridge Lights lOO's Menthol lOOFMSP... 

Malibu Menthol lOO's lOOFMSP.... 

Newport Stripes lOOFHP .... 

American Lights KFSP... 

Players Lights 25's lOO's lOOFSP. 

Newport Stripes lOOFMHP.. 

Raleigh Lights KFSP. 

Century 25's Lights lOO's lOOFSP. 

Montclair Lights Menthol KFMSP. 

L & M Super 100 lOOFSP. 

Century 25's Lights lOO's Menthol lOOFMSP 

Players KFHP... 

Ritz lOOs Menthol lOOFMHP. 

Magna Lites KFHP. 

Montclair Lights KFSP. 

Kool Milds KFMSP. 

Players Lights 25's lOO's Menthol lOOFMSP. 

Dakota Lights KFHP. 

Horizon Lights Menthol lOOFMSP. 

L & M 30's Lights lOO's lOOFSP. 

Kent KFHP. 

More Lights 120s Menthol 120FMSP. 

Camel Lights KFSP. 

B & H MultifiUer KFSP. 

Salem Lights lOO's lOOFMHP. 

Parliament Lights lOO's lOOFSP... 

American Lights lOO's lOOFSP. 

Kool Milds KFMHP. 

Richland Lights 25's KFSP..... 

Richland 20's Lights KFSP. 

Cambridge Lights KFSP... 

Old Gold Lights lOOs lOOFSP. 

More Lights 120s 120FSP. 

More White Lights 120s Menthol 120FMSP .. 

Kool Milds lOO's lOOFMSP... 

Magna Lites KFSP......... 


“Tar” “Nicotine” CO 


m£/ci£_ 

10.9+0.2 

11 . 0 + 0.2 

11.0+0.2 

11.0+0.1 

11.0+0.2 

11.1+0.2 

11 . 1 + 0.2 

11 . 1 + 0.2 

11 . 1 + 0.2 

11 . 1 + 0.2 

11.1+0.1 

11.2+0.2 

. 11 . 2 + 0.2 

11.2+0.1 

11.2+0.2 

.11.2+0.2 

,11.2+0.2 

. 11 . 2 + 0.2 

,11.3+0.2 

.11.3+0.2 

.11.3+0.1 

.11.3+0.2 

.11.3+0.2 

.11.3+0.4 

.11.4+0.2 

,11.4+0.2 

.11.4+0.2 

.11.4+0.2 

,11.4+0.2 

.11.5+0.2 

,11.5+0.2 

,11.5+0.4 

,11.5+0.1 

,11.5+0.3 

,11.6+0.1 

, 11 . 6 + 0.2 

, 11 . 6 + 0.2 

, 11 . 6 + 0.2 

, 11 . 6 + 0.2 

.11.6+0.2 

,11.7+0.2 

.11,7+0.2 

,11.7+0.3 

.11.7+0.3 

.11.7+0.2 

.11.7+0,2 


mg/cig 

0.82+0.02 
0.86+0.01 
0.88+0.02 
0.82+0.01 
0.81+0.01 
0.86+0.01 
0.91+0.02 
0.87+0.02 
0.93+0.02 
0.91+0.02 
0.83+0.01 
0.95+0.02 
0.91+0.02 
0.90+0.01 
0.85+0.02 
0.86+0.01 
0.87+0.01 
0.95+0.02 
0.89+0.01 
0.92+0.02 
0.84+0.01 
0.84+0.01 
0.87+0.02 
0.82+0.03 
0.92+0.02 
0.86 + 0.02 
0.87+0.01 
0.93+0.01 
0.89+0.02 
0.92+0.01 
0.81+0.01 
0.93+0.03 
0.83+0.01 
0.88+0.02 
0.91+0.02 
0.92 + 0.02 
0.97 + 0.02 
0.87+0.02 
0.92 + 0.02 
0.91+0.01 
0.83+0.02 
0.95+0,02 
0.92+0.02 
0.98+0.03 
0.90+0.02 
0.84+0.02 


mg/cig 

11.0+0.3 

13.0+0.2 

11.7+0,3 

12.1+0.2 

11.9+0.3 

11.6+0.3 

10.6+0.3 

11.7+0.3 

12.6+0.3 

14.0+0.3 

12.8+0.3 

11.4+0.3 

14.0+0.4 

11.9+0.2 

12.7+0.3 

14.0+0.4 

12.1+0.2 

12.3+0.3 

11.9+0.2 

11.7+0.3 

12.6+0.2 

11.2+0.3 

10.8+0.2 

11.8+0.3 

11.9+0.2 

11.5+0.2 

12.6+0,2 

11.3+0.3 

11.2+0.1 

9.1+0.2 

12.5+0.3 

17.1+0.5 

11.9+0.2 

10.1+0.3 

11 . 0 + 0.2 

11.4+0.3 

12.0+0.3 

11.0+0.3 

12.2+0,2 

12.0+0.3 

11.4+0.3 

14.2+0.3 

17.7+0.6 

16.3+0.3 

11.9+0.2 

12.5+0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 

More White Lights 120s 120FSP. 

Lark Lights KFSP. 

Montclair Lights lOO's Menthol lOOFMSP.. 

Cambridge Lights Menthol KFMSP. 

Silva Thins Menthol lOOFMHP. 

Raleigh Extra Lights lOO's lOOFSP-,,............ 

Viceroy Lights lOO's lOOFSP. 

Kent KFSP. 

Capri Super Slim 120's Menthol 120FMHP.i... 

Class A Deluxe Lights BCFSP.. 

Montclair Lights lOO's lOOFSP..... 

Viceroy Lights lOO's lOOFHP. 

Lark Light lOO's lOOFSP. 

Raleigh Lights lOO's lOOFSP. 

Richland Lights 25's lOO's lOOFSP. 

Eve Lights 120's Menthol 120FMHP. 

Kent 100s Menthol lOOFMSP. 

Kent 100s lOOFSP. 

L & M KFSP. 

L&M KTHP. 

Dunhill International lOOFHP. 

Richland 20's Lights lOO's lOOFSP... 

Eve Lights 120’s 120FHP. 

Rothmans Special Mild KFHP. 

Lucky Strike KFSP. 

Lucky Strike KFHP. 

Hi-Lite lOOFHP. 

Virginia Slims Lights 120's Menthol 120FMHP 

Lark KFSP. 

Lucky Strike Filters lOO's lOOFSP. 

Pyramid Full Flavor Menthol KFMSP. 

Capri Super Slim 120's 120FHP. 

Craven A KFHP. 

Tareyton lOO's lOOFSP... 

Urk lOOFSP. 

Belair Low Price lOO's lOOFMSP. 

Pyramid Full Flavor KFSP. 

Players lOO's lOOFHP. 

Players lOO's Menthol lOOFMHP. 

Virginia Slims Lights 120's 120FHP. 

Tareyton KFSP.;. 

Bucks Full Flavor KFSP. 

L&M30's lOO's lOOFSP. 

Saratoga 120's Menthol 120FMHP. 

Benson & Hedges KFHP. 

Saratoga 120's 120FHP. 


«Tar” 

“Nicotine” 

m2/ci2 

CO 

nie/ciE 

11.7±0.3 

0.93 ±0.02 

16.0+0.4 

11.8±0.3 

0.88±0.02 

10.4±0,3 

11.8±0.2 

0.96±0.01 

12.6+0.3 

11.9±0.3 

0.86 ±0.02 

11.9+0.3 

11.9±0.3 

0.98+0.02 

10.7+0.3 

11.9±0.2 

0.81 ±0.01 

14.7+0.4 

1L9±0.2 

0.93 ±0.02 

13.0+0.3 

12.0+0.1 

0.86±0.01 

13.2+0.3 

12.0±0.3 

0.89 ±0.02 

7.4+0.2 

12.1 ±0.2 

0.90 ±0.02 

11.5+0.2 

12.2+0.1 

0.99±0.01 

13.1+0.3 

12.2 + 0.1 

0.90±0.01 

13.5+0.3 

12.2+0.2 

0.96 ±0.02 

11.0+0.2 

12.3 ±0,3 

0.94±0.02 

14.2+0.4 

12.6+0.2 

0.94±0.01 

14.1+0.4 

12.6±0.2 

1.00 ±0.02 

11.0+0.3 

12.7 ±0.1 

0.95±0.01 

12.7 + 0.3 

12.7 ±0.2 

0.94±0.01 

12.9+0.3 

12.7±0.2 

0.95±0.01 

11.8 + 0.2 

12.7±0.2 

0.94±0.01 

11.9 + 0.2 

,12.7±0.2 

1.32±0.03 

ll.S+0.2 

.12.7 ±0.2 

0.98±0.02 

14.2+0.3 

12.9±0.4 

L00±0.03 

11.3+0.4 

12.9±0.2 

L06±0.02 

12.9+0.2 

13.0±0.2 

1.00±0.02 

13.3+0.3 

13.1 ±6.2 

L02±0.02 

13.3+0.2 

13.3±0.2 

1.09 ±0.02 

13.1+0.3 

13.3+0.3 

0.99+0.02 

12.6+0.3 

13.3 ±0.3 

1.00 ±0.02 

11.7+0.2 

13.4±0.1 

1.11±0.01 

12.6+0.2 

13.4±0,3 

1.02±0.03 

12.5+0.3 

13,5±0.2 

1.03 ±0.02 

8.9+0.2 

13.6±0,2 

1.10±0.02 

12.5+0.3 

13.6±0.2 

1.02±0.01 

16.6+0.3 

13.7±0.2 

1.07 ±0.02 

13.0+0.3 

13.8±0,2 

1.18±0.01 

13.3+0.2 

13.9+0.2 

1.04+0.02 

12.6+0.3 

13.9+0.2 

1.04±0.02 

12.3+0.3 

13.9±0.2 

1.03 ±0.02 

12.5 + 0.3 

14.0 + 0.3 

1.05 ±0.02 

13.5+0.4 

14.1+0.3 

1.01 ±0.02 

15.4+0.4 

14.1 ±0.3 

0.98 ±0.02 

13.0+0.3 

14,2±0.3 

1.07 ±0.02 

12.7 + 0.3 

14.2±0.3 

1.07 ±0.03 

13.0 + 0.4 

14.2±0.4 

1.18+0.03 

11.0+0.3 

14,4 ±0,3 

L07±0.02 

13.7+0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 


Pyramid Full Flavor lOO's Menthol lOOFMSP 

Belair Low Price KFMSP... 

Dunhill Menthol lOOFMHP. 

St. Moritz Filter lOOFSP..... 

Pyramid Full Flavor lOO's lOOFSP. 

Class A Deluxe Full Flavor lOO's lOOFSP..... 

Pall Mall Gold Lights lOO’s lOOFSP. 

Virginia Slims lOOFSP. 

Century 25's (25) KPSP. 

Camel Filters KFSP. 

Virginia Slims Menthol lOOFMSP. 

Class A Deluxe Full Flavor KFSP. 

Bull Durham KFHP. 

St. Moritz Filter Menthol lOOFMSP. 

Raleigh KFSP. 

Alpine lOO's lOOFMSP... 

Alpine KFMSP. 

Pall Mall lOO's lOOFSP. 

Sterling lOOFSP. 

Raleigh lOO’s lOOFSP. 

Pall Mail Red Filters KFSP. 

Bristol Full Flavor lOO's lOOFSP. 

Alpine KFMHP........... 

Pali Mall Red Filters lOO's lOOFSP. 

Kool KFMHP. 

Doral Full Flavor KFSP. 

Malibu lOO's lOOFSP. 

Benson &. Hedges 100‘s Menthol lOOFMSP... 

Magna KFSP. 

Malibu Filters KFSP. 

Max 120s 120FSP. 

Marlboro Menthol KFMSP. 

Doral Full Flavor lOO's lOOFSP. 

Max 120s Menthol 120FMSP. 

Marlboro KFSP. 

Raleigh Extra lOO’s lOOFSP. 

Benson & Hedges lOO's Menthol lOOPMHP.. 

Tall 120's Menthol 120FMSP. 

Benson & Hedges lOO's lOOFHP.... 

Century 25's lOO's lOOFSP. 

Marlboro KFHP. 

Doral Full Flavor lOO's Menthol lOOFMSP... 

Bristol Full Flavor KFSP. 

Richland 25’s Menthol KFMSP. 

Marlboro lOO's lOOFHP. 

Richland 20's lOO's Menthol lOOFMSP.. 


“Nicotine” CO 
mg/cig mg/cig 


“Tar” 

mg/cig 

14.5 ±0.2 
14.5±0.3 
i4.5±0.3 

14.6 ±0.2 
14.6±0.3 
14.6±0.2 
14.6±0.2 
14.6±0.2 
14.7±0.3 
14.7±0.3 

14.7 ±0.2 
I4.8±0.2 
I4.8±0.2 

14.940.1 
I4.9±0.2 
14.9±0.2 
I5.0±0.3 

15.1 ±0.2 
1S.2±0.2 
15.2±0.2 
15.2±0.2 
I5.3±0.3 
I5.3±0.2 
15.4±0.2 
15.4±0.2 
,15.4±0.2 
15.4±0.2 
.15.4±0.2 
,15.4±0.3 
15.5±0.3. 
.15.5±0.3 
.15.6±0.2 
.15.6±0.2 
.15.6±0.2 
15.6±0.3 
15.d±0.2 
15.6±0.3 
,15.6±0.4 
,15.7±0.3 
,15.8±0.3 
,15.8±0.2 
,15.8±0.3 
,15.9±0.2 
,15.9±0.2 
,16.0±0.3 
,16.0±0.2 


1.13±0.02 
1.16 ±0.02 
1.28±0.03 
1.07 ±0.02 
1.15±0.03 
1.11 ±0.02 
1.16 ±0.02 
1.05±0.02 
1.04±0.03 
1.06 ±0.02 
1.04±0.01 
1.07 ±0.02 
l.i0±0.03 
l.i3±0.02 
0.95±0.01 
1.06 ±0.02 
0.99 ±0.02 
1.19 ±0.02 
1.08±0.02 
1.00±0.01 
l.i7±0.01 
1.12±0.02 
1.03 ±0.02 
1.17±0.01 
1.03 ±0.02 
1.18±0.02 
1.20+0.02 
1.10±0.02 
1.15 + 0.03 
1.19±0.02 
1.24±0.02 
1.04±0.02 
L19±0.02 
1.25 ±0.02 
1.08 ±0.02 
0.95 ±0.02 
1.14±0.02 
1.41 ±0.03 
1.14±0.02 
1.18±0.03 
1.06±0.01 
L19±0.02 
1.14±0.02 
1.03 ±0.02 
I.13±0.02 
i.l5±0.02 


I3.7±0.2 
13.3±0.2 
15.4±0.3 
14.8±0.3 
13.6±0.3 
13.7+0.3 
13.8±0.2 
I2.6±0.2 
16.S±0.4 
13.0±0.2 
12.4+0.3 
I3.7±0.3 
15.5 + 0.3 
15.0±0.2 
13.7±0.3 
14.2±0.3 
14.8±0.4 
14.1+0.2 
15.9±0.3 
15.4±0,2 
i3.l±0.3 
I7.5±0.4 
13.9±0.2 
I4.3±0.3 
15.4±0.3 
14.0±0.2 
14.7±0.3 
14.0±0.3 
15.1±0.3 
13.7±0.4 
15.9±0.5 
15.4+0.3 
16.3+0.3 
16.0+0.4 
13.6+0.3 
18.4+0.3 
14.4+0.3 
14.3 + 0.3 
14.9+0.3 
18.8+0.4 
13.9+0.3 
16.6+0.4 
15.5+0.3 
15.5 + 0.4 
15.5+0.3 
15.8+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 


Richland 20’s Menthol KFMSP. 

Montclair Full Flavor KFSP... 

Newport KFMHP. 

Malibu Menthol KFMSP. 

Doral Full Flavor Menthol KFMSP.. 

More 120s 120FSP. 

Kool Super Longs lOO's lOOFMSP. 

Philip Morris International lOOFHP. 

Benson & Hedges lOO's lOOFSP. 

Viceroy KFHP... 

Sterling Menthol lOOFMSP. 

Marlboro 25's KFSP... 

Kool KFMSP. 

Montclair Full Flavor lOO's lOOFSP. 

Marlboro lOO's lOOFSP. 

Viceroy Super Long lOO's lOOFHP. 

American Filter King KFSP. 

American Filter lOO’s lOOFSP.. 

Magna KFHP. 

Philip Morris International Menthol lOOFMHP 

Dakota KFHP. 

More 120s Menthol 120FMSP. 

Camel Filters lOO's lOOFSP. 

Richland 25's KFSP. 

Viceroy KFSP. 

Salem lOO's lOOFMSP. 

Cambridge Full Flavor lOO's lOOFSP .. 

Cambridge Full Flavor KFSP. 

Richland 20's KFSP...... 

Old Gold Filters KFSP. 

Salem KFMHP. 

Winston lOO's lOOFSP. 

Salem KFMSP.. 

Tall 120’s 120FSP... 

Newport KFMSP,,..,,..,,,,,,,,,,,.,,,,,,,,.,,,,.., 

Rothmans KFHP. 

Winston KFHP. 

Newport 25's KFMSP. 

Camel Filters KFHP. 

Richland 20's lOO's lOOFSP. 

Raleigh Extra KFSP... 

Viceroy Super Long lOO's lOOFSP. 

Richland 25's lOO's lOOFSP. 

Chesterfield RNFSP. 

Old Gold Filter lOO's lOOFSP. 

Winston KFSP... 


“Tar” 

“Nicotiiie” 

ms/cia 

CO 

16.0L0.2 

1.08 ±0.02 

15.2±0.3 

16.0±0.3 

1.21 ±0.03 

14.1 ±0.4 

16.0±0.2 

1.17±0.02 

16.3±0.3 

16.0±0.3 

1.27+0.02 

I3.9±0.3 

16.0±0.3 

1,17±0,03 

14.7 ±0,3 

16.1±0.3 

1.23 ±0.02 

19.3 ±0.4 

16.1±0.2 

1.17+0.01 

16.0±0.3 

16.2±0.3 

1,14±0.02 

15.4 + 0.4 

16.2L0.2 

L14±0.02 

15.5+0.2 

16.2±0.3 

1.13+0.02 

13.5+0.3 

16.2±0.2 

L21±0.01 

15.5+0.2 

16.3L0.3 

1,12±0.02 

14.1+0.4 

16.4±0.2 

1.09±0.02 

15.9+0.3 

16.4±0.3 

1.24+0.02 

16.1+0.3 

16.4±0.2 

1.17±0,02 

15.0+0.2 

16.4±0.2 

L19±0.02 

14.1+0.3 

16.4±0.3 

1.26 ±0.03 

14.5+0.3 

16.4±0.3 

1.27 ±0.02 

15.6+0.4 

16.4±0.6 

i.l7±0.05 

15.3+0.4 

16.5±0.2 

1,18 ±0.02 

15.4+0.2 

i6.5±0.3 

1.21 ±0.02 

14.8+0.3 

16.5±0.4 

1.37±0.03 

19.5+0.4 

16.6±0.3 

1.08 ±0.02 

16.3+0.3 

16.6±0.2 

1.17±0.02 

14.4+0.4 

16.7±0.2 

1.19±0.02 

14.2+0,3 

16.7±0.2 

1.23 ±0.02 

15.8+0.3 

16.9±0.2 

1.10±0.02 

16.4+0.4 

16.9±0.3 

1.11±0.02 

14.8 + 0.3 

16.9±0.2 

1.21±0.02 

14.5+0.3 

16.9L0.3 

1.25±0,02 

16.9+0.4 

16.9±0.3 

1.20 ±0.02 

15.6+0.4 

i7.0±0.2 

1.11±0.02 

17.3+0.2 

17.0+0.3 

1.27±0.02 

15.7+0.4 

17.2±0.3 

1.38±0.03 

17.8+0.4 

17,2±0.2 

1.27 ±0,02 

17.4+0.4 

17.2L0.3 

1.30±0.03 

16.9+0.4 

17.3+0.3 

1.21 ±0.03 

15.6+0.4 

17.3±0.2 

1.27 ±0.02 

17.1+0.3 

i7.3±0.3 

1.24±0.03 

15.5+0.3 

i7.4±0.4 

1.32+0.03 

15.7+0.3 

17.5±0.3 

1.03 ±0.02 

16.9+0.5 

17.5±0.2 

1,24±0,02 

15.4+0.3 

17.6±0.3 

1.30±0.03 

16.1+0.4 

17.7+0.4 

1.11±0.02 

10.9 + 0.4 

18,1±0,3 

1,38±0,02 

18.5+0.4 

18.2±0.3 

1.54±0.03 

14,3+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Tar" Results 


Brand 

Newport 2S's lOO's lOOFMSP. 

Newport 100's lOOFMSP. 

Newport lOO's lOOFMHP... 

Spring lOO's Menthol lOOFMSP. 

Craven A Filter Standard Size RFHP 

Kool RNFMSP. 

Pyramid KNFSP. 

Camel RNFSP. 

Commander RNFSP ... 

Chesterfield KNFSP. 

Raleigh KNFSP. 

English Ovals KNFHP. 

Players RNFHP... 

Lucky Strike RNFSP. 

Herbert Tareyton KNFSP. 

Pall Mall KNFSP. 

Old Gold Straights KNFSP. 

Bristol KNFSP. 

Commander KNFSP. 


“Tar” 


“Nicotine” 


CO 


m2/ci2 

m2/ciH 

inE/cie 

18.4±0.2 

1.40+0.02 

18.9+0.3 

I8.6±0.3 

1.45+0.02 

18.7+0.4 

18.6+0.3 

1,43+0.02 

18.6+0.4 

19.0+0.3 

1.46+0.03 

19.5+0.4 

19.5+0.3 

1.63+0.03 

13.2+0.3 

20.7+0.6 

1.31+0.04 

13.5+0.4 

21.4+0.4 

1.33+0.03 

13.9+0.4 

21.8+0.3 

1.52+0.03 

12.8+0.4 

22.0+0.4 

1.41+0.02 

12.3+0.2 

22.2+0.3 

1.40+0.03 

14.2+0.3 

23.4+0.5 

1.38+0.03 

15.7+0.4 

24.3+0.5 

1.91+0.04 

15.1+0.6 

24.7+0.5 

1.80+0.04 

14.8+0.3 

24.7+0.5 

1.62+0.04 

16.0+0.5 

25.4+0.5 

1.65+0.03 

17.7+0.3 

25.6+0.4 

1.75+0.03 

16.5+0.4 

26.3+0.4 

1.83+0.04 

18.3+0.3 

26.7+0.5 

1.67+0.03 

16.0+0.5 

27.1+0.3 

1.70+0.02 

16.2+0,4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "IMicotine" Results 


Brand 


“Nicotine” 

ms/cis 

“Tar” 

ms/cie 

CO 

ine/cie 

< 0.05 

< 0.5 

< 0.5 

< 0.05 

< 0.5 

< 0.5 

< 0.05 

< 0.5 

< 0.5 

....o.os±o.oo 

7.7±0.2 

7.6±0.2 

....0.08+0.00 

8.5±0;2 

8.1±0.1 

....0.08 ±0.00 

8.2±0.2 

8.0±0.3 

.... 0.08±0.00 

8.6±0.1 

8.2±0.2 

....0.09+0.00 

8.3 ±0.1 

7.9+0.2 

.... 0.09±0.00 

9.4±0.1 

8.7±0.2 

....0.09±0.00 

9.1+0.1 

8.6±0.2 

.... 0.12±0.01 

0.9±0.0 

1.8±0.1 

....0.13±0.01 

1.0+0.1 

1.8±0.1 

....0.13 ±0.01 

1.0±0.1 

1.9±0.1 

....0.13 ±0.01 

1.0±0.1 

1.3±0.1 

.... 0.14±0.01 

1.0±0.1 

1.9±0.1 

....0.15 ±0.01 

1.2±0.1 

1.5±0.1 

.... 0.16±0.01 

1.2±0.1 

2.0±0.1 

.... 0.19±0.01 

2.0±0.1 

2.0±0.1 

.... 0.21±0.01 

1.9±0.1 

2.6±0,2 

....0.21±0.01 

1.9±0.1 

2.4±0.1 

....0.23 ±0.01 

2.0±0.1 

2.5+0.1 

...,0.24±0.01 

2.1 ±0.1 

3.0±0.1 

....0.32±0.01 

3.1±0.1 

3.6±0.1 

.... 0.36+0.01 

3.5±0.2 

4.i±0.2 

....0.36 ±0.02 

3.7±0.2 

4.3+0.3 

....0.37 ±0.01 

4.0±0.1 

5.8±0.2 

....0.39+0.01 

4.1±0.2 

4.9 + 0.2 

....0.39 ±0.01 

4.0±0.1 

5.1±0.2 

....0.40+0.02 

4.2±0.2 

5.0±0.3 

....0.42 ±0.01 

4.3±0.1 

5.7+0.2 

....0.42±0.01 

4.4±0.1 

6.4±0.2 

....0.43±0.02 

4.5±0.2 

5.9+0.2 

....0.44±0.01 

4.8±0.1 

6.7±0.2 

....0.44±0.01 

4.7±0.1 

5.6+0.2 

....0.44±0.0l 

5.2±0.2 

6.3±0.2 

....0.44±0.01 

4.7±0.1 

6.7±0.2 

....0.44+0.01 

4.7 ±0.1 

5.6±0.1 

.... 0.44±0.01 

4.9+0,1 

6.8F0.2 

....0.44±0.01 

4.8±0.1 

7.2±0.2 

....0.45+0.01 

4.8±0.2 

6.3±0.3 

....0.46±0.01 

4.7±0.1 

5.2±0.1 

....0.46±0.01 

5.1 ±0.2 

5.6±0.2 

....0.46±0.02 

5.2+0.2 

5.0+0.2 

....0.47+0.01 

5.4±0.2 

6.1+0.2 

.... 0.48±0.01 

5.4±0.1 

5.4+0.2 


Carlton Ultra KFHP. 

Now KFHP. 

Now 100s lOOFHP. 

B & H De-Nic lOO's Menthol lOOFMHP. 

Next De-Nic Menthol KFMSP. 

B & H De-Nic KFHP. 

B & H De-Nic Menthol KFMHP. 

B & H De-Nic lOO's lOOFHP. 

Next De-Nic KFSP. 

Next De-Nic 100 lOOFSP. 

Now Menthol KFMSP. 

Carlton Menthol KFMSP. 

Now KFSP. 

Carlton lOO's Menthol lOOFMHP... 

Carlton KFSP... 

Carlton lOO's lOOFHP. 

Carlton 83 KFHP. 

Kool Ultra KFMSP. 

Now 100s Menthol lOOFMSP. 

Carlton lOO's lOOFSP. 

Carlton lOO's Menthol lOOFMSP.. 

Now lOOs lOOFSP... 

Triumph KFSP... 

Kent III Ultra Lights KFSP. 

Triumph Menthol KFMSP. 

Cambridge Ultra Low Tar lOO’s lOOFSP. 

True KFSP. 

Style Ultra Lights lOOFHP. 

True Menthol KFMSP. 

Kent III Ultra Lights 100s lOOFHP. 

Winston Ultra Lights lOO's lOOFSP. 

Triumph 100s lOOFSP... 

Salem Ultra Lights KFMSP. 

Merit Ultra Lights Menthol KFMSP. 

Benson & Hedges Deluxe Ultra Lights lOO's Menthol 

Salem Ultra Lights lOO's lOOFMSP... 

Merit Ultra Lights KFHP. 

Vantage Ultra Lights KFSP. 

Vantage Ultra Lights 100s lOOFSP. 

Kent III Ultra Lights 100s lOOFSP. 

Merit Ultra Lights KFSP. 

Tareyton Lights KFSP. 

Kool Ultra lOO's lOOFMSP. 

Benson & Hedges Deluxe Ultra Lights lOO's lOOFHP. 
Virginia Slims Ultra Lights 100 Menthol lOOFMHP... 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand 


Nicotine” 

me/cie 

“Tar” 

CO 

ma/cis 

. 0.48 ±0.01 

5.2±0.2 

6.9±0.2 

.0.48 ±0.02 

5.0±0.2 

6.5±0.3 

.0.48±0.01 

5.5±0.1 

5.6±0.2 

. 0.49±0.01 

5.6±0.1 

7.3±0.2 

. 0.49 ±0.02 

5.3 ±0.2 

4.9±0.2 

. 0.50±0.01 

5.3 ±0.1 

6.9±0.1 

. 0.50±0.01 

5.7±0.2 

6.5±0.2 

.0.50±0.02 

5.9±0.3 

6.4d:0*4 

.0,51±0.01 

5.2±0.1 

3.7±0.1 

.0.51 ±0.02 

5.7±0.3 

6.5±0.4 

.0.51±0.01 

5.2±0.1 

7,2±0.2 

.0.51 ±0.02 

5.3±0.2 

3.7±0.1 

. 0.52±0.01 

5.2±0.1 

6.6±0.1 

.0.52±0.01 

5.8±0.2 

7.3±0.2 

. 0.52±0.01 

5.5±0.2 

6.3±0.2 

. 0.52±0.01 

5.5±0.2 

4.4±0.1 

. 0.52±0.02 

5.3±0.2 

4.2±0.2 

.0.53±0.01 

5.8±0.1 

7.4±0.2 

.0.54 ±0.01 

5.6±0.2 

7.9±0.2 

. 0.54±0.01 

5.3±0.2 

6.6±0.1 

. 0.5S±0.01 

5.9±0.1 

5.6±0.1 

.0.55±0.01 

S.7±0.2 

4.4±0.1 

.0.55 ±0.01 

5.8±0.1 

4.7±0.1 

.0.55 ±0.02 

6.0±0.2 

8.3±0.3 

.0.56±0.01 

5.8±0.2 

4.5±0.1 

.0.56 ±0.02 

6.1±0.2 

6.7±0.3 

.0.56 ±0.02 

6.1 ±0.3 

6.8±0.3 

.0.56 ±0.02 

5.8±0.2 

8.0±0.3 

.0.56±0.01 

6.1 ±0.1 

8.0±0.2 

.0.58±0.01 

5.8±0.I 

6.8±0.2 

. 0.59±0.01 

7.5 ±0.1 

9.1±0.2 

.0.60±0.01 

7.8±0.1 

9.1±0.2 

.0.61 ±0.02 

7.6±0.2 

8.9±0.3 

. 0.62±0.02 

8.2±0.2 

11.1±0.2 

.0.63 ±0.02 

8.4±0.2 

8.5±0.2 

. 0.64±0.01 

7.3±0.1 

9.5±0.2 

. 0.64±0.01 

8.5±0.2 

10.4±0.3 

.0.66 ±0.01 

8.1±0.2 

8.0±0.3 

.0.66±0.02 

7.9±0.1 

10.5 ±0.2 

.0.66 ±0.02 

8.3±0.2 

7.9±0.1 

.0.66 ±0.02 

7.8±0.2 

8.2±0.t 

.0.67 ±0.01 

7.7±0.1 

8.5±0.2 

.0.68±0.01 

7.9±0.2 

10.5 ±0.3 

.0.68 ±0.02 

8.1 ±0.2 

9.5±0.3 

.0.68±0.02 

8.8±0.2 

9.4±0.2 

.0.68 ±0.01 

9.4±0.1 

11.8±0.2 
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Tobacco institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand 


Vantage 100s lOOFSP. 

Old Gold Lights KFSP. 

Kool Lights lOO's lOOFMSP. 

Newport Lights KFMSP. 

Newport Lights KFMHP. 

Vantage Menthol KFMSP. 

Winston Lights KFHP.. 

Century 25's Lights (25) KFSP. 

Harley Davidson Lights KFSP. 

More Lights lOOs Menthol lOOFMHP. 

Alpine Lights KFMSP... 

Capri Menthol lOOFMHP. 

Cartier 100 lO's Menthol lOOFMHP. 

Alpine Lights KFMHP. 

Raleigh Extra Lights KFSP. 

Raleigh Extra Lights Menthol BiFMSP. 

Salem Lights lOO's lOOFMSP. 

Raleigh Extra Lights lOO's Menthol lOOFMSP 

Parliament Lights KFSP... 

Newport Lights lOO's lOOFMHP.. 

Misty Slims iOO's Lights Menthol lOOFMHP.. 

Cartier 100 20's lOOFHP. 

Doral Lights lOO's Menthol lOOFMSP. 

Salem Slim Lights lOO's lOOFMHP. 

Cartier 100 20's Menthol lOOFMHP.. 

Doral Lights Menthol KFMSP. 

Salem Lights KFMSP..... 

Cartier 100 lO's lOOFHP. 

Chesterfield Filter Lights KFSP. 

Alpine Lights lOO's lOOFMSP...... 

Kent Golden Lights 100s lOOFHP... 

Malibu Lights KFSP. 

Bucks Lights KFSP. 

Winston Lights KFSP. 

Lucky Strike Lights lOO's lOOFSP. 

Merit lOO’s lOOFSP. 

Sterling Lights Menthol lOOFMSP. 

Capri lOOFHP. 

Marlboro Lights Menthol KFMHP. 

Players Lights 25's Menthol KFMSP... 

Misty Slims lOO's Lights lOOFHP. 

L & M Long Lights lOOFSP. 

Players Lights 25's KFSP..... 

Marlboro Lights lOO's Menthol lOOFMHP. 

Kent Golden Lights lOOs Menthol lOOFMSP .. 
Marlboro Lights lOO's lOOFSP. 


'Nicotine” 

ms/cie 

«Tar” 

ni2/cie 

CO 

nis/cis 

0.68 ±0.01 

8.6±0.2 

9.9±0.3 

0.68 ±0.01 

7.9±0.2 

10.4±0.3 

0.68 ±0.01 

8.1±0.2 

8.8±0.2 

0.68 ±0.01 

8.2±0.1 

10.7±0.2 

0.68±0.01 

8.2±0.2 

10.9±0.3 

0.69 ±0.02 

9.5±0.2 

11.6±0.2 

0.69±0.01 

9.4±0.2 

11.7±0.3 

0.69 ±0.02 

8.0±0.2 

9.5±0.2 

0.69±0.01 

8.1 ±0.2 

10.7±0.2 

0.70±0.01 

8.8±0.1 

9.2±0.2 

0.70±0.01 

9.1 ±0.2 

9.7±0.2 

0.70±0.02 

9.2±0.2 

5.8±0.2 

0.70±0.01 

8.2±0.2 

7.2±p.2 

0.71±0.01 

9.3±0.1 

9.8±0.2 

0.71 ±0.01 

10.6±0.2 

12.8±0.4 

0.71 ±0.02 

9.7±0.2 

1I.2±0.2 

0.71±0.01 

8.5±0.1 

9.8±0,2 

0.71±0.01 

8.8±0.2 

9.7±0.2 

0.72±0.02 

9.0±0,2 

9.5±0.2 

0.72±0.01 

8.1±0.2 

9.2±0.3 

0.72±0,02 

8.3±0.2 

8.1 ±0.2 

0.72±0.01 

8.4±0.2 

7.3±0.2 

0.73 ±0.02 

9.4±0.2 

12.5±0.3 

0.73±0.0i 

8.9±0.1 

8.9±0.2 

0.73±0.0l 

8.6±0.2 

7.4±0.2 

0.73 ±0.02 

9.5±0.2 

9.6±0.2 

0.74±0.01 

10.0±0.2 

11.7±0.2 

0.74 ±0.02 

8.7±0.2 

7.8±0.1 

0.74±0.01 

9.7±0.2 

11.1±0.2 

0.74±0.01 

9.4±0.2 

I0.9±0.2 

0.74±0.02 

8.6±0.2 

9.8±0.3 

0.75±0.01 

8.7±0.2 

8.8±0.3 

0.75±0.01 

10.1±0,2 

11.3±0.2 

0.75±0.02 

10.3 ±0.2 

10.8±0.3 

0.75 ±0.02 

8.9±0.2 

10.0±0.2 

0.76±0.01 

9.6±0.2 

I0.6±0.2 

0.76±0.01 

8.8±0.2 

9.7±0.2 

0.76±0.02 

9.5±0.2 

6.0±0.2 

0.76±0.02 

9.7±0.2 

9.8±0.3 

0.76±0.01 

9.8±0.2 

10.1 ±0.2 

0.76 ±0.02 

8.8±0.2 

8.6±0.2 

0.76 ±0.02 

7.6±0.2 

6.1±0.2 

0.76±0.02 

9.9±0.2 

10.0±0.2 

0.76±0.02 

9.4±0.2 

10.5±0.2 

0.76±0.02 

8.8±0.2 

10.4±0.4 

0.77±0.02 

10.0±0,2 

11.5±0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand 

“Nicotine” 

me/cie 

“Tar” 

me/cis 

CO 

Kent Golden Lights 100s lOOFSP... 

.0.77 ±0.02 

8.6+0.2 

9.7+0.4 

Marlboro Lights KFHP. 

.0.78±0.01 

10.5+0.2 

11.3+0.3 

Newport Lights lOO's lOOFMSP. 

.0.78+0.02 

8.8+0.3 

9.6+0.4 

Pall Mall Lights lOO's lOOFSP. 

.0.78+0.02 

9.3+0.2 

11.1+0.3 

Benson & Hedges Lights lOO's Menthol lOOFMSP.. 

.0.78+0.02 

10.2+0.2 

11.1+0.2 

More Lights 100s lOOFHP. 

.0.78+0.02 

9.4+0.2 

9.6+0,2 

Merit lOO's Menthol lOOFMSP..... 

.0.78+0.01 

9.9+0.2 

11.1+0,3 

Newport Stripes Slim Lights lOOFMHP... 

.0.78+0.01 

9.9+0.3 

11.3+0.3 

Malibu Lights lOO’s lOOFSP. 

.0.79+0.02 

9.0+0.2 

10.6+0.3 

Belair BCFMSP. 

.0.79+0.02 

10.2+0.2 

9.7+0.2 

Marlboro Lights KFSP... 

..0.79+0.02 

10.7+0.2 

11.2+0.3 

Benson & Hedges Lights lOO's lOOFSP. 

..0.79+0.01 

10.3+0.2 

11.4+0.3 

* Winston Lights lOO's lOOFHP. 

.0.80+0.02 

10.6+0.2 

12.3+0.2 

Benson & Hedges Lights lOO's lOOFHP. 

.0.80+0.01 

10.3 + 0.1 

11.0+0.3 

Kool Deluxe Lights KFMHP. 

.0.80+0.02 

8.8+0.1 

10.0+0.2 

Marlboro Lights 25‘s KFSP... 

.0.80+0.01 

10.6 + 0.2 

10.8+0.2 

Cambridge Lights lOO's lOOFSP. 

.0.80+0.01 

10.9+0.2 

12.5+0.2 

Belair Low Price Lights KFMSP. 

.0.80+0.01 

8.9+0.1 

9.5+0.2 

Marlboro Lights lOO's lOOFHP. 

.0.80+0.01 

10.6+0.2 

11.6+0.2 

Sterling Lights lOOFSP... 

.0.81+0.02 

10.3+0.2 

11.2+0.3 

Chelsea lOOFHP. 

.0.81+0.01 

10.2 + 0.2 

9.7+0.2 

Pyramid Lights KFSP .... 

.0,81+0.01 

10.6 + 0.2 

11.8+0.2 

Chesterfield Filter Lights lOO's lOOFSP.. 

.0.81+0.02 

10.2+0.2 

10.7+0.2 

Bristol Lights KFSP... 

.0.81+0.01 

10.2+0.2 

11.7+0.2 

Kent KFHP. 

.0.81+0.01 

11.5+0.2 

12.5+0.3 

Raleigh Extra Lights lOO's lOOFSP......... 

.0.81+0.01 

11.9+0.2 

14.7+0.4 

Benson & Hedges Lights lOO's Menthol lOOFMHP. 

.0.81+0.01 

10.6+0.2 

11.0+0.3 

Harley Davidson KFSP... 

.0.81+0.01 

11.0+0.2 

11.9+0.3 

Bristol Lights Menthol KFMSP....... 

.0.81+0.01 

10,1+0.2 

11.4+0.2 

Ritz 100s lOOFHP. 

.0.82+0.02 

9.9 + 0.2 

10.3 + 0.3 

Horizon Lights lOOFSP... 

.0.82+0.01 

10.8 + 0.1 

11.4+0.2 

Winston Lights lOO's lOOFSP..... 

.0.82+0.01 

10.8 + 0.2 

11.7+0.2 

Magna Lites KFHP. 

.0,82+0.03 

11.3+0.4 

11.8+0.3 

Players Menthol KFMHP. 

.0.82+0.02 

10,9+0.2 

11.0+0.3 

Camel Lights lOO's lOOFSP. 

.0.82+0.01 

11.0+0.1 

12.1+0.2 

Bull Durham Lights KFHP..... 

.0.82+0.02 

9.9+0.2 

10.3+0.3 

Cambridge Lights lOO's Menthol lOOFMSP. 

.0.83+0.01 

11.1+0.1 

12.8+0.3 

Cambridge Lights KFSP... 

.0.83+0.02 

11.7+0.2 

11.4+0.3 

Dunhill Int. Superior Mild lOOFHP... 

.0.83+0.02 

8.5+0.2 

8.7+0.2 

Doral Lights KFSP. 

.0.83+0.02 

10.3+0.2 

10.5+0.2 

Camel Lights KFSP. 

.0.83+0.01 

11.5+0.1 

11.9+0.2 

Magna Lites KFSP. 

.0.84+0.02 

11.7+0.2 

12.5+0.3 

Century 25’s Lights iOO's Menthol lOOFMSP. 

.0.84+0.01 

11.3+0.1 

12.6+0.2 

Players KFHP. 

.0.84+0.01 

11.3+0.2 

11.2+0.3 


* Retested brand 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Resuits 


Brand 


“Nicotine” 

ma/dg 


“Tar” CO 



Bristol Lights lOO's lOOFSP. 

Players Lights 2S's lOO's lOOFSP. 

Dunhill Menthol Mild lOOFMHP. 

Viceroy Lights KFHP. 

Kool MildsKFMSP...i.... 

Heritage Lights KFSP. 

Kent KFSP. 

Cambridge Lights Menthol KFMSP ... 

Newport Stripes lOOFMHP..... 

Class A Deluxe Lights lOO's lOOFSP. 

Style Lights Menthol lOOFMHP. 

Viceroy Lights KFSP...,,. 

Players Lights 25's lOO's Menthol lOOFMSP 

Pyramid Lights lOO's lOOFSP... 

Kool Milds KFMHP. 

Ritz lOOs Menthol lOOFMHP. 

Raleigh Lights KFSP. 

Bristol Lights lOO's Menthol lOOFMSP. 

B & H Multifilter KFSP. 

Belair Low Price Lights lOO's lOOFMSP ,.,,, 

Pyramid Lights lOO's Menthol lOOFMSP. 

Lark Lights KFSP. 

Montclair Lights Menthol KFMSP. 

Horizon Lights Menthol lOOFMSP. 

Capri Super Slim I20's Menthol 120FMHP.. 

Style Lights lOOFHP.i. 

Kool Deluxe Lights lOO's lOOFMHP. 

American Lights KFSP. 

Viceroy Lights lOO's lOOFHP. 

Class A Deluxe Lights KFSP. 

Satin lOOFSP. 

Kool Milds lOO's lOOFMSP. 

Heritage Lights lOOs lOOFSP. 

Newport Stripes lOOFHP. 

Richland 20's Lights KFSP. 

Salem Lights lOO's lOOFMHP. 

Silva Thins Filters lOOFHP. 

Parliament Lights lOO's lOOFSP... 

Montclair Lights KFSP...................... 

L & M Super 100 lOOFSP. 

More Lights 120s 120FSP.. 

Richland Lights 25's KFSP.... 

Doral Lights lOO's lOOFSP. 

L & M 30's Lights lOO's lOOFSP. 

More White Lights 120s 120FSP. 

Viceroy Lights lOO's lOOFSP. 


..0.84±0.02 

10.1 ±0.2 

12.5±0.3 

..0,85 ±0.02 

1L2±0.2 

12.7±0.3 

..0.85 ±0.02 

9.6±0.2 

10.5±0.2 

.. 0.86±0.0i 

ll.l±0.2 

11.6±0.3 

.. 0.86±0.02 

11.4±0.2 

11.5±0.2 

.. 0.86±0.01 

10.5 ±0.2 

12.5±0.4 

..0.86±0.01 

12.0±0.1 

13.2±0.3 

.. 0.86±0.02 

11.9±0.3 

11.9±0.3 

..0.86 ±0.01 

11.2±0.2 

14,0±0.4 

..0.86 ±0.01 

10.6±0.2 

11.6±0.2 

..0.86 ±0.01 

11.0±0.2 

13.0+0.2 

.. 0.87±0.02 

11.1±0.2 

11.7±0.3 

..0.87 ±0.01 

11.4±0.2 

12.6 ±0.2 

0.87±0.02 

10.8±0.2 

1L5±0.2 

.. 0.87±0.02 

11.6±0.2 

11.0±0.3 

.,0.87 ±0.02 

11.3±0.2 

10,8±0.2 

.. 0.87±0.01 

11.2±0.2 

12.1±0.2 

0.88±0.02 

. 10.6±0.2 

12.8 ±0.3 

..0.88 ±0.02 

11.5±0,3 

10.1±0.3 

.. 0.88±0.02 

9.5±0.2 

10.4±0.2 

.. 0.88±0.02 

11.0±0.2 

11.7±0.3 

..0.88 ±0.02 

11.8±0.3 

i0.4±0.3 

..0.89 ±0.01 

11.3±0.2 

I1.9±0.2 

.. 0.89±0.02 

11.4±0.2 

U.2±0.1 

.. 0.89±0.02 

12.0±0.3 

7.4±0.2 

..0.89±0.01 

10.9±0.2 

13.0±0.3 

.. 0.90±0.02 

9.7±0.3 

9.9±0.3 

.. 0.90+0.01 

1L2±0.1 

11.9±0.2 

..0.90±0.01 

12.2±0.1 

13.5±0.3 

.. 0.90±0.02 

12.1±0.2 

1L5±0.2 

,. 0.90±0.02 

10.9±0.2 

12.5 ±0.4 

..0.90±0.02 

11.7±0,2 

11.9±0.2 

..0.91 ±0.02 

ll.i±0.2 

i4.0±0.3 

.. 0.91 ±0.02 

11.2±0.2 

14.0±0.4 

., 0.91±0.01 

11.6±0.2 

I2.0±0.3 

.. 0.91 ±0.02 

11.6±0.1 

11.0±0.2 

..0.91 ±0.02 

11.1±0.2 

10.6±0.3 

.. 0.92±0.02 

11.6±0.2 

11.4±0.3 

,.0.92±0,02 

11.4±0.2 

11.9±0.2 

.. 0.92±0.02 

11.3+0.2 

11.7±0,3 

.. 0.92±0.02 

11.7±0.3 

17.7±0.6 

,.0.92±0.02 

11.6±0.2 

12.2±0.2 

..0.92L0.02 

10.6±0.2 

9.7±0.3 

..0.92±0.01 

I1.5±0.2 

9.1 ±0.2 

..0.93 ±0.02 

H.7±0.3 

16.0±0.4 

..0.93 ±0.02 

11,9±0.2 

13,0±0.3 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand 


Satin Menthol lOOFMSP.... 

Dakota Lights KFHP .... 

Kent 100s lOOFSP.. 

Raleigh Lights 100's lOOFSP. 

L&MKFHP. 

Richland Lights 25’s 100's lOOFSP. 

American Lights lOO's Menthol lOOFMSP. 

Raleigh E^ttra lOO's lOOFSP. 

Raleigh KFSP... 

L & M KFSP. 

Century 25's Lights lOO's lOOFSP... 

Malibu Menthol lOO’s lOOFMSP. 

Old Gold Lights lOOs lOOFSP. 

Kent lOOs Menthol lOOFMSP. 

Montclair Lights lOO's Menthol lOOFMSP. 

Lark Light lOO's lOOFSP. 

American Lights lOO's lOOFSP. 

RicUand 20's Lights lOO's lOOFSP. 

More White Lights 120s Menthol 120FMSP.... 

More Lights 120s Menthol 120FMSP. 

Bucks Full Flavor KFSP. 

Silva Thins Menthol lOOFMHP. 

Virginia Slims Lights 120's Menthol 120FMHP 

Alpine KFMSP. 

Montclair Lights lOO's lOOFSP. 

Lucky Strike KFSP... 

Lark KFSP. 

Raleigh lOO's lOOFSP. 

Eve Lights 120's Menthol 120FMHP. 

Eve Lights 120's 120FHP. 

Tareyton KFSP. 

Lucky Strike KFHP. 

Pyramid Full Flavor Menthol KFMSP. 

Tareyton lOO's lOOFSP... 

Capri Super Slim 120's 120FHP. 

Raleigh Extra KFSP. 

Richland 25's Menthol KFMSP. 

Players lOO's Menthol lOOFMHP. 

Kool KFMHP. 

Alpine KFMHP. 

Pyramid Full Flavor KFSP. 

Century 25's (25) KFSP. 

Marlboro Menthol KFMSP.... 

Virginia Slims Menthol lOOFMSP. 

Players lOO's lOOFHP. 

Virginia Slims lOOFSP .... 


Nicotine” 

ine/cie 

«Tar” 

mfi/cia 

CO 

ms/cifi 

.. 0.93+0.02 

11.1±0.2 

12.6+0.3 

..0,93 ±0.01 

li.4±0,2 

11.3+0.3 

..0.94±0.01 

12.7±0.2 

12.9+0.3 

..0.94±0.02 

12.3±0.3 

14.2+0.4 

..0.94±0.01 

12.7±0.2 

11.9+0.2 

.,0.94±0.01 

12.6±0,2 

14,1+0.4 

..0.94±0.02 

10.9±0.2 

11.1+0.2 

.. 0.95±0.02 

15.6±0.2 

18.4+0.3 

..0.95±0.01 

14.9±0.2 

13.7+0.3 

.. 0.95±0.01 

12.7±0.2 

lI.S+0.2 

..0.95+0.02 

11.2±0.2 

12.3+0.3 

..0.95±0.02 

11.2±0.2 

11.4+0.3 

..0.95±0.02 

11.7±0.2 

14.2+0.3 

., 0.95+0.01 

12.7+0.1 

12.7+0.3 

0.96±0.01 

11.8±0.2 

12.6+0.3 

..0.96±0.02 

12.2±0.2 

11.0+0.2 

.. 0.97±0.02 

11.6±0.2 

12.0+0.3 

..0.98±0.02 

12.7±0.2 

14.2+0.3 

..0.98±0.03 

li.7±0.3 

16.3+0.3 

.. 0.98±0.03 

11.5±0.4 

17.1+0.5 

..0.98±0.02 

14.1±0.3 

13.0+0.3 

,.0.98±0.02 

11.9±0.3 

10.7+0.3 

..0.99±0.02 

13.3±0.3 

12.6+0.3 

..0.99 ±0.02 

15.0±0.3 

14.8^0*4 

.. 0.99+0.01 

12.2±0.1 

13.1+0.3 

.. 1.00±0.02 

13.0±0.2 

13.3+0.3 

.. 1.00±0.02 

13.3±0.3 

11.7+0.2 

.. 1.00±0.01 

15.2±0.2 

15.4+0.2 

1.00 ±0.02 

12.6±0.2 

11.0+0.3 

.. 1.00±0.03 

12.9±0.4 

11.3+0.4 

.. 1.01 ±0.02 

14.1 + 0.3 

15.4+0.4 

.. 1.02 ±0.02 

13.1+0.2 

13.3+0.2 

.. 1.02 ±0.03 

13.4+0.3 

12.5+0.3 

.. 1.02±0.01 

13.6+0.2 

16.6+0.3 

.. 1.03 ±0.02 

13.5 + 0.2 

8.9+0.2 

.. 1.03 ±0.02 

17.5+0.3 

16.9+0.5 

.. 1,03 ±0.02 

15.9+0.2 

15.5+0.4 

.. 1.03 ±0.02 

13.9+0.2 

12.5+0.3 

,. 1.03 ±0.02 

15.4+0.2 

15.4+0.3 

.. 1.03 ±0.02 

15.3+0.2 

13.9+0.2 

.. 1.04±0.02 

13.9+0.2 

12.6+0.3 

.. 1.04±0.03 

14.7+0.3 

16.8+0.4 

.. 1.04±0.02 

15.6+0.2 

15.4+0.3 

.. 1.04±0.0l 

14.7+0.2 

12.4+0.3 

.. 1.04 ±0.02 

13.9+0.2 

12.3 + 0.3 

.. 1.05 ±0.02 

14.6+0.2 

12.6+0.2 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand ___ 

Virginia Slims Lights 120's 120FHP. 

Alpine lOO's lOOFMSP. 

Rothmans Special Mild KFHP.. 

Camel Filters KFSP. 

Marlboro KFHP. 

L & M 30's 100's lOOFSP. 

St. Moritz Filter lOOFSP. 

Saratoga 120’s Menthol 120FMHP. 

Lark lOOFSP. 

Class A Deluxe Full Flavor KFSP .... 

Saratoga 120's 120FHP. 

Richland 20’s Menthol KFMSP.. 

Sterling lOOFSP..... 

Marlboro KFSP. 

Camel Filters lOO's lOOFSP..... 

Kool KFMSP.. 

Hi-Lite lOOFHP. 

Benson & Hedges lOO's Menthol lOOFMSP.... 

Craven A KFHP. 

Bull Durham KFHP. 

Cambridge Full Flavor lOO’s lOOFSP. 

Lucky Strike Filters lOO's lOOFSP. 

Winston lOO's lOOFSP. 

Cambridge Full Flavor KFSP. 

Class A Deluxe Full Flavor lOO's lOOFSP. 

Chesterfield RNFSP. 

Marlboro 25's KFSP. 

Bristol Full Flavor lOO's lOOFSP. 

Viceroy KFHP..... 

St. Moritz Filter Menthol lOOFMSP. 

Pyramid Full Flavor lOO's Menthol lOOFMSP 

Marlboro lOO’s lOOFHP. 

Benson & Hedges lOO's lOOFSP. 

Philip Morris International lOOFHP. 

Benson & Hedges lOO's lOOFHP. 

Benson & Hedges lOO's Menthol lOOFMHP... 

Bristol Full Flavor KFSP. 

Richland 20's lOO’s Menthol lOOFMSP. 

Pyramid Full Flavor lOO's lOOFSP. 

Magna KFSP. 

Pall Mall Gold Lights lOO's lOOFSP. 

Belair Low Price KFMSP. 

Richland 25's KFSP. 

Marlboro lOO's lOOFSP. 

Pall Mall Red Filters KFSP... 

Magna KFHP... 


“Nicotine'’ “Tar” CO 


ms/ci& 

ms/cis 

me/cie 

. 1.05 ±0.02 

i4.0±0.3 

13.5±0.4 

. 1.06 ±0.02 

14.9±0.2 

14.2±0.3 

. 1.06 ±0.02 

12.9±0.2 

12.9±0.2 

. 1.06±0.02 

14.7±0.3 

13.0±0.2 

. 1.06±0.01 

15.8±0.2 

13.9±0.3 

, 1.07±0.02 

14.2±0.3 

12.7±0.3 

. 1.07±0.02 

14.6±0.2 

14.8±0.3 

. 1.07±0.03 

14.2±0.3 

13.0±0.4 

. 1.07±0.02 

13.7±0.2 

13.0±0.3 

. 1.07±0.02 

14.8±0.2 

13.7 ±0.3 

. 1.07±0.02 

14.4±0.3 

13.7±0.3 

. 1.08 ±0.02 

16.0±0.2 

15.2±0.3 

. 1.08±0.02 

15.2±0.2 

15.9±0.3 

. 1.08±0.02 

15.6+0.3 

13.6±0.3 

. 1.08±0.02 

16.6±0.3 

16.3±0.3 

. 1.09±0.02 

16.4±0.2 

15.9±0.3 

. 1.09±0.02 

13.3±0.2 

13.1±0.3 

. 1.10±0.02 

15.4±0.2 

14.0±0.3 

. L10±0.02 

13.6±0.2 

12.5±0.3 

. 1.10±0.03 

I4.8±0.2 

15.5±0.3 

. 1.10±0.02 

16.9±0.2 

16.4±0.4 

. Lll±0.01 

13.4+0.1 

12.6±0.2 

. 1.11±0.02 

17.0±0.2 

17.3±0.2 

. i.ll±0.02 

16.9+0.3 

14.8±0.3 

. 1.11 ±0.02 

14.6±0.2 

13.7±0.3 

. 1.11±0.02 

17.7±0,4 

10.9±0.4 

. 1.12±0.02 

16.3 ±0.3 

14.1±0.4 

.1.12±0.02 

15.3 ±0.3 

17.5±0.4 

. 1.13±0.02 

16.2±0.3 

13.5±0.3 

. 1.13±0.02 

14.9±0.1 

15.0±0.2 

. 1.13±0.02 

14.5±0.2 

13.7±0.2 

. 1.13±0.02 

16.0±0.3 

I5.5±0.3 

. 1.14±0.02 

16.2±0.2 

I5.5±0.2 

. 1.14±0.02 

16.2±0.3 

i5.4±0.4 

. 1.14±0.02 

15.7+0.3 

14.9±0.3 

. 1.14±0.02 

i5.6±0.3 

14.4±0.3 

. 1.14±0.02 

15.9±0.2 

15.5±0.3 

. 1.15±0.02 

16.0±0.2 

15.8±0.4 

. 1.15±0.03 

i4.6±0.3 

13.6±0.3 

. 1.15±0,03 

15.4±0.3 

I5.1±0.3 

. 1.16±0.02 

14.6±0.2 

13.8±0.2 

. 1.16±0.02 

14.5±0,3 

13.3±0.2 

. L17±0.02 

16.6±0.2 

14.4±0.4 

. I.17±0.02 

16.4±0.2 

15.0±0.2 

.1.17±0.01 

15.2±0.2 

13.1 ±0.3 

. 1.17±0.05 

16.4±0.6 

15.3+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand 


Pall Mall Red Filters lOO's lOOFSP. 

Kool Super Longs lOO’s lOOFMSP. 

Newport KFMHP. 

Doral Full Flavor Menthol KFMSP. 

Belair Low Price lOO's lOOFMSP. 

Doral Full Flavor KFSP. 

Benson & Hedges KFHP. 

Century 25's lOO's lOOFSP. 

Philip Morris International Menthol lOOFMHP 

Pall Mall lOO's lOOFSP. 

Doral Full Flavor lOO’s lOOFSP. 

Viceroy Super Long lOO's lOOFHP. 

Malibu Filters KFSP... 

Viceroy KFSP... 

Doral Full Flavor lOO’s Menthol lOOFMSP.... 

Malibu lOO’s lOOFSP. 

Salem KFMHP ... 

Sterling Menthol lOOFMSP. 

Dakota KFHP.. 

Richland 20's KFSP. 

Winston KFHP. 

Montclair Full Flavor KFSP.. 

Salem lOO’s lOOFMSP. 

More 120s 120FSP. 

Montclair Full Flavor lOO’s lOOFSP. 

Camel Filters KFHP.... 

Max 120s 120FSP... 

Viceroy Super Long lOO's lOOFSP. 

Max 120s Menthol 120FMSP. 

Old Gold Filters KFSP. 

American Filter King KFSP. 

American Filter lOO’s lOOFSP. 

Newport KFMSP. 

Salem KFMSP. 

Newport 25’s KFMSP. 

Malibu Menthol KFMSP... 

Dunhill Menthol lOOFMHP. 

Richland 25’s lOO's lOOFSP. 

Rothmans KFHP..... 

Kool RNFMSP. 

Richland 20's lOO's lOOFSP. 

Dunhill International lOOFHP...-. 

Pyramid KNFSP. 

More 120s Menthol 120FMSP. 

Old Gold Filter lOO's lOOFSP. 

Tall 120's 120FSP... 


“Nicotine” “Tar” CO 


mo/cie 

ma/cia 

me/cig 

. L17±0.0I 

I5.4±0.2 

14.3+0.3 

. 1.17±0.01 

16.1+0.2 

16.0+0.3 

. 1.17±0.02 

16.0+0.2 

16.3+0.3 

. 1.17±0.03 

16.0+0.3 

14.7+0.3 

. 1.18±0.01 

13.8+0.2 

13,3+0.2 

. 1.18±0.02 

15.4+0.2 

14.0+0.2 

. L18±0.03 

14.2+0.4 

11.0+0.3 

. 1.18 ±0.03 

15.8+0.3 

18.8+0.4 

. 1.18±0.02 

16.5+0.2 

15.4+0.2 

,. 1.19±0.02 

15.1+0.2 

14.1+0.2 

,. 1.19 ±0.02 

15.6+0.2 

16.3+0.3 

,. 1.19±0.02 

16.4+0.2 

14.1+0.3 

,. L19±0.02 

15.5+0.3 

13.7+0.4 

,. 1.19 ±0.02 

16.7+0.2 

14.2+0.3 

.. 1.19±0.02 

15.8+0.3 

16.6+0.4 

,. L20±0.02 

15.4+0,2 

14.7+0.3 

,. 1.20±0.02 

16.9+0.3 

15.6+0.4 

.. 1.21 ±0.01 

16.2+0.2 

15.5+0.2 

,. 1.21 ±0.02 

16.5+0.3 

14.8+0.3 

1.21 ±0.02 

16.9+0.2 

14.5+0,3 

,. 1.21 ±0.03 

17.3+0.3 

15.6+0.4 

.. 1.21 ±0.03 

16.0+0.3 

14.1+0.4 

.. 1.23 ±0.02 

16.7+0.2 

15.8+0.3 

.. 1.23 ±0.02 

16.1+0.3 

19.3+0.4 

.. 1.24±0.02 . 

16.4+0.3 

16.1+0.3 

.. 1.24 ±0.03 

17.3+0.3 

15,5+0.3 

.. 1.24±0.02 

15.5+0.3 

15.9+0.5 

.. 1.24±0.02 

17.5+0.2 

15.4+0.3 

.. 1.25±0.02 

15.6+0.2 

16.0+0.4 

.. 1.25±0.02 

16.9+0.3 

16.9+0.4 

.. 1.26+0.03 

16.4+0.3 

14.5+0.3 

.. 1.27 + 0.02 

16.4+0.3 

15.6+0.4 

.. 1.27 ±0.02 

17.2+0.2 

17.4+0.4 

.. 1.27 ±0.02 

17.0+0.3 

15.7+0.4 

.. 1.27±0.02 

17.3+0.2 

17.1+0.3 

.. 1.27±0.02 

16.0+0.3 

13.9+0.3 

.. 1.28 ±0.03 

14.5+0.3 

15.4+0.3 

.. 1.30±0.03 

17.6+0.3 

16.1+0.4 

.. 1.30±0,03 

17,2+0.3 

16.9+0.4 

.. 1.31+0.04 

20.7+0.6 

13.5+0.4 

.. L32±0.03 

17.4+0.4 

15.7+0.3 

.. 1.32±0.03 

12.7+0.2 

11.5+0.2 

.. L33±0-03 

21,4+0.4 

13.9+0.4 

.. L37±0.03 

16.5+0.4 

19.5+0.4 

.. L38±0.02 

18.1+0.3 

18.5+0.4 

.. 1.38±0.03 

17.2+0.3 

17.8+0.4 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted "Nicotine" Results 


Brand 

Raleigh KNFSP. 

Chesterfield KNFSP. 

Newport 25's lOO's lOOFMSP. 

Tall 120's Menthol 120FMSP. 

Commander RNFSP. 

Newport lOO's lOOFMHP. 

Newport lOO's lOOFMSP. 

Spring lOO's Menthol lOOFMSP. 

Camel RNFSP. 

Winston KFSP...;. 

Lucky Strike RNFSP. 

Craven A Filter Standard Size RFHP 

Herbert Tareyton KNFSP.... 

Bristol KNFSP.... 

Commander KNFSP... 

Pall Mall KNFSP. 

Players RNFHP. 

Old Gold Straights KNFSP. 

English Ovals KNFHP. 


“Nicotine” 


“Tar” 


CO 



nig/ci 2 

mg/cig 

. 1.38 ±0.03 

23.4±0.5 

15.7±0.4 

. 1.40±0.03 

22,2±0.3 

14.2±0.3 

. 1.40±0.02 

18.4±0.2 

I8.9±0.3 

. 1.41 ±0.03 

15.6±0.4 

14.3±0.3 

, 1.41 ±0.02 

22.0±0.4 

12.3±0.2 

. 1.43 ±0.02 

18.6±0.3 

i8.6±0.4 

. 1.45±0.02 

18.6±0.3 

18.7±0.4 

. 1.46±0.03 

19.0±0.3 

19.S±0.4 

. 1.52 ±0.03 

21.8+0.3 

12.8±0.4 

. 1.54+0.03 

18.2±0.3 

14.3 ±0,4 

. 1.62±0.04 

24.7±0.5 

16.0±0.5 

. 1.63±0.03 

19.5±0.3 

13.2±0.3 

. 1.65 ±0.03 

25.4±0.5 

17.7±0.3 

. 1.67 ±0.03 

26.7±0.5 

16.0 ±0.5 

. 1.70±0.02 

27.1 ±0.3 

16.2±0.4 

. 1.75±0,03 

25.6±0.4 

16.5±0.4 

. 1.80 ±0.04 

24.7±0.5 

14.8±0.3 

. 1.83 ±0.04 

26.3±0.4 

18.3 ±0.3 

.. 1.91±0.04 

24.3±0.5 

15.1 ±0.6 
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Tobacco institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


CO «Tar” 

Brand mg/cig mg/cig 


Carlton Ultra KFHP. <0.5 <0,5 

Now KFHP. < 0.5 < 0.5 

Now 100s lOOFHP. < 0.5 < 0.5 

Carlton lOO's Menthol lOOFMHP. 1.3±0,1 1.0±0.1 

Carlton lOO's lOOFHP. 1.5±0.1 1.2±0.1 

Carlton Menthol KFMSP... 1.8±0.1 1.0±0.1 

Now Menthol KFMSP. 1-8 ±0.1 0.9 ±0.0 

Carlton KFSP....’. 1.9±0.1 1.0±0.1 

NowKFSP. 1.9±0.1 1.0±0.1 

Kool Ultra KFMSP. 2.0±0.1 2.0±0.1 

Carlton 83 KFHP. 2.0±0.1 l.2±0.1 

Carlton lOO’s lOOFSP. 2.4±0.1 i.9±0.1 

Carlton lOO’s Menthol lOOFMSP. 2.5±0.1 2.0±0.1 

Now 100s Menthol lOOFMSP. 2.6±0.2 1.9±0.1 

Now 100s lOOFSP... 3.0±0.1 2.1±0.1 

Triumph KFSP... 3.6±0.1 3.1 ±0.1 

Eve Ultra Lights Slim 120's Menthol 120FMHP... 3.7±0.1 5.3±0.2 

Eve Ultra Lights Slim 120's 120FHP. 3.7±0.1 5.2±0.1 

Kent III Ultra Lights KFSP. 4.1±0.2 3.5±0.2 

Carlton 120's Menthol 120FMSP. 4.2±0.2 5.3 ±0.2 

Triumph Menthol KFMSP. 4.3±0.3 3.7±0.2 

Carlton 120’s 120FSP. 4.4±0.1 5.5±0.2 

Eve Ultra Lights Slim lOO's lOOFHP. 4.4±0.1 5.7±0.2 

Eve Ultra Lights Slim lOO's Menthol lOOFMHP. 4.5±0.1 5.8±0.2 

L & M 30's Ultra Lights lOO’s lOOFSP. 4.7±0.1 5,S±0.1 

Pyramid Ultra Lights lOO's lOOFSP. 4.9 ±0.2 5,3 ±0.2 

True KFSP. 4.9±0.2 4.1±0.2 

True Menthol KFMSP. 5.0±0.3 4.2±0.2 

Kool Ultra lOO’s lOOFMSP. 5.0±0.2 5.2±0.2 

Style Ultra Lights lOOFHP. 5.1 ±0.2 4.0±0.1 

Merit Ultra Lights KFSP... 5.2±0.1 4.7±0,1 

Virginia Slims Ultra Lights 100 Menthol lOOFMHP. 5.4±0.2 5.4+0.1 

Virginia Slims Ultra Lights 100 lOOFHP. 5.6±0.2 5.5±0.1 

Merit Ultra Lights KFHP..... 5.6 ±0.1 4,7±0,1 

Tareyton Lights KFSP... 5.6±0.2 5.1+0.2 

Merit Ultra Lights Menthol KFMSP. 5,6±0.2 4.7±0,1 

Class A Deluxe Ultra Lights lOO's lOOFSP. 5,6±0.1 5.9±0.1 

Kent III Ultra Lights 100s lOOFHP. 5.7±0.2 4.3±0.1 

Cambridge Ultra Low Tar lOO's lOOFSP. 5.8 ±0.2 4.0±0.1 

Capri Menthol lOOFMHP. 5.8 ±0.2 9.2±0.2 

Triumph 100s lOOFSP. 5.9±0.2 4.5±0.2 

Capri lOOFHP. 6.0±0.2 9.5±0.2 

Benson & Hedges Deluxe Ultra Lights lOO's lOOFHP. 6.1±0.2 5.4+0,2 

L & M Long Lights lOOFSP... 6.1±0.2 7.6±0.2 


Benson & Hedges Deluxe Ultra Lights lOO's Menthol lOOFMHP... 6.3±0,2 5.2+0.2 
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^‘Nicotine” 

mg/cig 

< 0.05 

< 0.05 

< 0.05 
0.13 ±0.01 
0.15 ±0.01 
0.13 ±0.01 
0.12±0.01 
0.14±0.01 
0.13±0.01 
0.19 ±0.01 
0.16 ±0.01 
0.21 ±0.01 
0.23 ±0.01 
0.21 ±0.01 
0.24±0.01 
0.32±0.01 

. 0.51 ±0.02 
0.51 ±0.01 
0.36±0.01 
0.52±0.02 
0.36 ±0.02 
0.52±0.01 
0.55±0.01 
0.56±0,01 
0.55 ±0.01 
0.49 ±0.02 
0.39±0.01 
0.40±0.02 
0.46 ±0.02 
0.39±0.01 
0.46±0.01 
0.48±0.01 
0.48±0.01 
0.44±0.01 
0.46±0.0l 
0.44±0.01 
0.55+0.01 
0.42±0.01 
0.37±0.01 
0.70+0.02 
0.43 ±0.02 
0.76 ±0.02 
0.47±0.01 
0.76 ±0.02 
0.44±0.01 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


Bi*and 


CO “Tar” “Nicotine” 

mg/cig mg/cig mg/cig 


Kent III Ultra Lights 100s lOOFSP. 

Merit Ultra Lights lOO's lOOFSP. 

Winston Ultra Lights lOO's lOOFSP. 

Virginia Slims Superslims 100 Menthol lOOFMHP 

Marlboro Ultra Lights KFHP.... 

Triumph 100s Menthol lOOFMSP. 

Virginia Slims Superslims 100 lOOFHP. 

Kool Deluxe Ultra KFMHP. 

Doral Ultra Lights KFSP. 

True lOO’s lOOFSP. 

Salem Ultra Lights lOO's lOOFMSP... 

Salem Ultra Lights KFMSP... 

Vantage Ultra Lights KFSP. 

Kool Deluxe Ultra lOO's lOOFMHP... 

True lOO's Menthol lOOFMSP.. 

Merit Ultra Lights lOO's lOOFHP. 

Merit Ultra Lights lOO's Menthol lOOFMSP. 

Doral Ultra Lights lOO's lOOFSP. 

Vantage Ultra Lights lOOs lOOFSP.. 

Cartier 100 10's Menthol lOOFMHP. 

Cartier 100 20's lOOFHP. 

Montclair Ultra Lights lOO's lOOFSP.......... 

Marlboro Ultra Lights lOO's lOOFHP. 

Cartier 100 20's Menthol lOOFMHP. 

Malibu Ultra Lights lOO's lOOFSP. 

Capri Super Slim 120's Menthol 120FMHP. 

B & H De-Nic lOO’s Menthol lOOFMHP. 

Cartier 100 lO's lOOFHP. 

Virginia Slims Lights Menthol lOOFMHP.. 

B & H De-Nic lOO’s lOOFHP. 

Camel Ultra Lights KFHP .. 

Virginia Slims Lights lOOFHP..,..,.... 

Camel Ultra Lights KFSP.. 

Winston Ultra Lights KFSP ..... 

B & H De-Nic KFHP. 

Next De-Nic Menthol KFMSP.... 

Misty Slims lOO's Lights Menthol lOOFMHP.. 

B & H De-Nic Menthol KFMHP. 

Kool Lights KFMSP. 

Camel Ultra Lights lOO's lOOFHP. 

Belair lOO's lOOFMSP. 

Tareyton Long Lights lOOFSP... 

Misty Slims lOO's Lights lOOFHP . 

Next De-Nic 100 lOOFSP. 

Dunhill Int. Superior Mild lOOFHP. 

Next De-Nic KFSP. 


6.3±0.3 

6.3±0.2 

6.4±0.2 

6.4+0.4 

6.5±0.2 

6.5±0.3 

6.5 ±0.4 
6.6±0.1 
6.6±0.1 
6.7 ±0.3 
6.7±0.2 
6.7±0.2 
6.8±0.2 
6.8+0.2 
6.8±0.3 
6.9±0.1 
6.9±0.2 
7.2±0.2 
7.2±0.2 
7.2±0.2 
7.3±0.2 
7.3±0.2 
7.3±0.2 
7.4±0.2 
7.4±0.2 
7.4±0.2 

7.6 ±0.2 
7.S±0.1 
7.9±0.1 
7.9 ±0.2 
7.9±0.2 
8.0±0.3 
8.0±0.3 
8.0±0.2 
8.0±0.3 
8.1±0.1 
8.1 ±0.2 
8.2±0.2 
8.2±0.1 
8.3±0.3 
8.5±0.2 
8.5±0.2 
8.6±0.2 
8.6L0.2 

8.7 ±0.2 
8.7+0.2 


4.8±0.2 

5.5±0.2 

4.4±0.1 

5.9±0.3 

5.7±0.2 

5.0±0.2 

5.7+0.3 

5.3±0.2 

5.2±0.1 

6.1±0.2 

4.7 ±0.1 
4.8±0.1 
4.9±0.1 
5.8±0.1 
6.1+0.3 
5,3±0.1 
5.2±0.2 
5.2±0.1 
4.8±0.1 
8.2±0.2 
8.4±0.2 
5.8±0.2 
5,6±0.1 
8.6±0.2 
5.8±0.1 

12.0±0.3 
7.7±0.2 
8.7±0.2 
8.3±0.2 
8.3±0.1 
5.6+0.2 
8 . 1 ± 0.2 
5.8±0.2 
6 . 1 + 0.1 
8 . 2 ± 0.2 
8.5±0.2 
8.3±0.2 
8 . 6 + 0.1 
7.8±0.2 
6 . 0 ± 0.2 
8.4±0.2 

7.7 ±0.1 
8.8±0.2 
9.1±0.1 
8.5+0.2 
9.4±0.1 


0.45 ±0.01 

0.52±0.01 

0.42±0.01 

0.50±0.02 

0.50±0.01 

0.48±0.02 

0.51±0.02 

0.54±0.01 

0.52±0.01 

0.56 ±0.02 

0.44±0.01 

0.44±0.0l 

0.44±0.01 

0.58±0.01 

0.56 ±0.02 

0.50±0.01 

0.48±0.01 

0.51 ±0.01 

0.44±0.01 

0.70±0.0i 

0.72+0.01 

0.52±0.01 

0.49±0.01 

0.73 ±0.01 

0.53±0.01 

0.S9±0.02 

0.08±0.00 

0.74±0.02 

0.66 ±0.02 

0.09 ±0.00 

0.54±0.01 

0.66 ±0.01 

0.56 ±0.02 

0.56±0.01 

0.08 ±0.00 

0.08 ±0.00 

0.72±0.02 

0.08±0.00 

0.66±0.02 

0.55 ±0.02 

0.63+0.02 

0.67+0.01 

0,76 ±0,02 

0.09+0.00 

0.83 ±0.02 

0.09 ±0,00 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


Brand __ 

Kool Lights 100's lOOFMSP. 

Malibu Lights KFSP... 

Salem Slim Lights 100‘s lOOFMHP...;. 

Capri Super Slim 120's 120FHP. 

Merit Menthol KFMSP. 

Merit KFHP. 

Merit KFSP. 

L & M 30's Lights lOO's lOOFSP. 

Newport Lights lOO's lOOFMHP. 

More Lights 100s Menthol lOOFMHP. 

Parliament Lights KFHP... 

Kent Golden Lights KFHP. 

Belair Low Price Lights KFMSP. 

Century 25's Lights (25) KiFSP. 

Parliament Lights KFSP. 

Lucky Strike Lights KFSP... 

More Lights lOOs lOOFHP. 

Doral Lights Menthol KFMSP. 

Newport Lights lOO's lOOFMSP. 

Belair KFMSP. 

Chelsea lOOFHP. 

Kent Golden Lights 100s lOOFSP .. 

Alpine Lights KFMSP..... 

Raleigh Extra Lights lOO's Menthol lOOFMSP 

Sterling Lights Menthol lOOFMSP. 

Doral Lights lOp's lOOFSP. 

Marlboro Lights Menthol KFMHP. 

Alpine Lights KFMHP...... 

Kent Golden Lights 100s lOOFHP. 

Salem Lighte lOO’s lOOFMSP. 

, Kool Deluxe Lights lOO's lOOFMHP. 

Vantage 100s lOOFSP. 

Kool Deluxe Lights KFMHP. 

Players Lights 25's KFSP. 

Lucky Strike Lights lOO's lOOFSP. 

B & H Multifdter KFSP. 

Players Lights 25's Menthol KFMSP. 

Ritz lOOs lOOFHP..'. 

Bull Durham Lights KFHP .. 

Old Gold Lights KFSP. 

Kent Golden Lights 100s Menthol lOOFMSP .. 

Lark Lights KFSP.....;. 

Belair Low Price Lights lOO's lOOFMSP. 

Vantage KFSP... 

Marlboro Lights lOO's Menthol lOOFMHP. 

Dunhill Menthol Mild lOOFMHP. 


CO 

mg/cig 

8.8±0.2 
8.8±0.3 
8.9±0.2 
8.9L0.2 
8.Si±0.3 
9.1 ±0.2 
9.1+0.2 
9.1 ±0.2 
9.2±0.3 
9.2±0.2 
9.4±0.2 
, 9.5±0.2 
, 9.5±0.2 
, 9.5 ±0.2 
, 9.5±0.2 
, 9.5±0.3 
, 9.6±0.2 
. 9.6±0.2 
, 9.6 ±0.4 
, 9.7±0.2 
. 9.7±0.2 
, 9.7±0.4 
. 9.7±0.2 
. 9.7±0.2 
. 9.7±0.2 
. 9.7±0.3 
. 9.8±0.3 
. 9.8±0.2 
. 9.8±0.3 
. 9.8±0.2 
. 9.9±0.3 
. 9.9±0,3 
.10.0±0,2 
.10.0±0.2 
.10.0±0.2 
.10.1±0.3 
.10.1±0.2 
.10.3±0.3 
.10.3±0.3 
.10.4±0.3 
.10.4±0.4 
.10.4±0.3 
.I0.4±0.2 
.10.4±0.3 
.10.5±0.2 
.10.5±0.2 


“Tar” 

8 . 1 ± 0.2 
8.7±0.2 
8.9±0.1 
13.5±0.2 
7.6±0.2 
7.8+0.1 
7.5±0.1 
ll.S±0.2 
8 . 1 ± 0.2 
8 . 8 ± 0.1 
8 . 8 ± 0.2 
7.3 ±0.1 
8.9 ±0.1 
8 . 0 ± 0.2 
9.0±0.2 
8.1±0.2 
9.4±0.2 
9.5±0.2 
8.8±0.3 
10 . 2 ± 0.2 
10 . 2 ± 0.2 
8.6±0.2 
9.1±0.2 
8 . 8 ± 0.2 
8 . 8 ± 0.2 
10 . 6 ± 0.2 
9.7±0.2 
9.3±0.1 
8 . 6 ± 0.2 
8,5±0.1 
9.7±0.3 
8 . 6 ± 0.2 
8 . 8 ± 0.1 
9.9±0.2 
8.9±0.2 
11.5±0.3 
9.8±0.2 
9.9±0.2 
9.9±0.2 
7.9±0.2 
8 . 8 ± 0.2 
11.8 + 0.3 
9.5±0.2 
8.5±0.2 
9.4±0.2 
9.6±0.2 


Rev. 3/19/92 


54 


“Nicotine” 

0.68±0.01 
0.75 ±0.01 
0,73±0.01 
1.03 ±0.02 
0.61 ±0.02 
0.60±0.01 
0.59 ±0.01 
0.92±0.01 
0.72±0.01 
0.70±0.01 
0.68±0.02 
0.64 ±0.01 
0.80±0.01 
0.69 ±0.02 
0.72±0.02 
0.68 ± 0.02 
0.78±0.02 
0,73 ±0.02 
0.78±0.02 
0.79 ±0.02 
0.81 ±0.01 
0.77 ±0.02 
0,70±0.0i 
0.71 ±0.01 
0,76±0.01 
0.92±0,02 
0.76 ±0.02 
0.71±0.01 
0.74±0.02 
0.71 ±0.01 
0.90±0.02 
0.68±0.01 
0.80 ±0,02 
0.76+0.02 
0.75±0,02 
0.88±0.02 
0.76±0.01 
0.82 ±0.02 
0.82±0.02 
0.68 ±0.01 
0.76±0.02 
0.88 ±0.02 
0.88 ±0.02 
0.64±0.01 
0.76 ±0.02 
0.85±0.02 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


Brand 


CO “Tar” 

mg/cig mg/cig 


Kent Golden Lights KFSP .. 

Kent Golden Lights Menthol KFMSP. 

Doral Lights KFSP. 

Merit 100's lOOFSP. 

Malibu Lights 100's lOOFSP. 

Silva Thins Filters lOOFHP. 

Silva Thins Menthol lOOFMHP. 

Chesterfield Filter Lights lOO's lOOFSP. 

Harley Davidson Lights KFSP.... 

Newport Lights KFMSP .. 

Marlboro Lights 25's KFSP .... 

Ritz 100s Menthol lOOFMHP.... 

Winston Lights KFSP. 

Alpine Lights lOO’s lOOFMSP. 

Newport Lights KFMHP... 

Chesterfield RNFSP. 

Lark Light lOO's lOOFSP. 

Eve Lights 120's Menthol 120FMHP. 

Benson & Hedges Lights lOO's Menthol lOOFMHP 

Players Menthol KFMHP. 

Kool Milds KFMHP. 

Salem Lights lOO's lOOFMHP. 

Benson & Hedges KFHP. 

Benson & Hedges Lights lOO's lOOFHP. 

Vantage 100s Menthol lOOFMSP. 

Pall Mall Lights lOO's lOOFSP. 

American Lights lOO's Menthol lOOFMSP. 

Chesterfield Filter Lights KFSP... 

Benson & Hedges Lights lOO's Menthol lOOFMSP 

Merit lOO's Menthol lOOFMSP. 

Marlboro Lights KFSP. 

Raleigh Extra Lights Menthol KFMSP... 

Sterling Lights lOOFSP. 

Horizon Lights Menthol lOOFMSP. 

Players KFHP... 

Eve Lights 120's 120FHP. 

Newport Stripes Slim Lights lOOFMHP. 

Marlboro Lights KFHP. 

Dakota Lights KFHP.. 

Bucks Lights KFSP... 

Malibu Menthol lOO’s lOOFMSP. 

Parliament Lights lOO's lOOFSP. 

Benson & Hedges Lights lOO's lOOFSP. 

Horizon Lights lOOFSP. 

Bristol Lights Menthol KFMSP... 

Cambridge Lights KFSP.,. 


..10.5±0.3 

7.9+0.2 

..10.5±0.2 

7.9+0.1 

..10.5±0.2 

10.3+0.2 

..10.6±0.2 

9.6+0.2 

..10.6±0.3 

9.0 + 0.2 

,.10.6±0.3 

11.1+0.2 

.,10.7+0.3 

11.9+0.3 

..10.7±0.2 

10.2+0.2 

..10.7±0.2 

8.i±0.2 

..10.7±0.2 

8.2+0.1 

..10.8+0.2 

10.6+0.2 

..10.8±0.2 

11.3+0.2 

..I0.8±0.3 

10.3+0.2 

..10.9±0.2 

9.4+0.2 

..10.9±0.3 

8.2+0.2 

..10.9±0.4 

17.7 + 0.4 

..1L0±0.2 

12.2+0.2 

..11.0±0.3 

12.6+0.2 

..11.0±0.3 

10.6+0.2 

..11.0±0.3 

10.9 + 0.2 

..1L0±0.3 

11.6+0.2 

..11.0±0.2 

11,6+0.1 

..11.0±0.3 

14.2+0.4 

..11.0±0.3 

10.3+0.1 

..11.1±0.2 

8.2+0.2 

..11.1±0.3 

9.3+0.2 

..11.1+0.2 

10.9+0.2 

..11.1±0.2 

9.7+0.2 

..1H±0.2 

10.2+0.2 

..11.1±0.3 

9.9 + 0.2 

..11.2±0.3 

10.7 + 0.2 

.,il.2±0.2 

9.7±0,2 

..11.2±0.3 

10.3+0.2 

..I1.2±0.1 

11.4+0.2 

..I1.2±0.3 

U.3+0.2 

..11.3±0.4 

12.9+0.4 

..11.3+0.3 

9.9 + 0.3 

..11.3+0.3 

10.5+0.2 

..11.3+0.3 

11.4+0.2 

..11.3+0.2 

10.1+0.2 

..11.4+0.3 

11.2+0.2 

..11.4+0.3 

11.6+0.2 

..11.4+0.3 

10.3+0.2 

..11.4+0.2 

10.8+0.1 

..11.4+0.2 

10.1+0.2 

..11.4+0.3 

11.7+0.2 
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“Nicotiae” 

mg/cig 

0.68 ±0.01 
0.66 ±0.02 
0.83 ±0.02 
0.76±0.01 
0.79 ±0.02 
0.91 ±0.02 
0.98 ±0.02 
0.81 ±0.02 
0,69 ±0,01 
0.68 ±0.01 
0.80±0.01 
0.87 ±0.02 
0.75 ±0.02 
0.74±0.01 
0.68 ±0.01 
1.11 ±0.02 
0.96+0.02 
1.00±0.02 
0.81±0.01 
0.82±0.02 
0.87 ±0.02 
0.91 ±0.02 
1.18±0.03 
0.80±0.01 
0.62±0.02 
0.78 ±0.02 
0.94±0.02 
0.74±0.01 
0.78 ±0.02 
0.78±0.01 
0.79 ±0.02 
0.71 ±0.02 
0.81 ±0.02 
0.89 ±0.02- 
0.84±0.01 
1.00±0.03 
0.78±0.01 
0.78±0.01 
0.93±0.01 
0.75+0.01 
0.95 ±0.02 
0.92±0.02 
0.79+0.01 
D.82±0.01 
0.81±0.01 
0.83 ±0.02 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


Brand 


Marlboro Lights 100's lOOFSP. 

Duahill International lOOFHP. 

Kool Milds KFMSP. 

Class A Deluxe Lights KFSP. 

Pyramid Lights lOO's lOOFSP. 

Class A Deluxe Lights lOO's lOOFSP. 

Marlboro Lights lOO's lOOFHP. 

Viceroy Lights KFHP. 

Vantage Menthol KFMSP. 

Winston Lights KFHP. 

L & M Super 100 lOOFSP. 

Bristol Lights KFSP .... 

Pyramid Lights lOO's Menthol lOOFMSP 

Salem Lights KFMSP. 

Winston Lights lOO's lOOFSP.,. 

Lark KFSP... 

Viceroy Lights KFSP... 

Camel Lights KFHP. 

L & M KFSP. 

Magna Lites KFHP .. 

Pyramid Lights KFSP. 

Camel Lights KFSP... 

Montclair Lights KFSP. 

American Lights KFSP. 

Harley Davidson KFSP. 

Kool Milds lOO's lOOFMSP. 

Montclair Lights Menthol KFMSP.. 

Cambridge Lights Menthol KFMSP. 

L&MKFHP. 

American Lights lOO's lOOFSP. 

Richland 20's Lights KFSP. 

Camel Lights lOO's lOOFSP.... 

Raleigh Lights KFSP. 

Richland Lights 25's KFSP. 

Players lOO's lOOFHP. 

Century 25's Lights lOO's lOOFSP. 

Commander RNFSP.. 

"■ Winston Lights lOO's lOOFHP. 

Virginia Slims Menthol lOOFMSP.. 

Players lOO's Menthol lOOFMHP. 

Heritage Lights KFSP.. 

Kent KFHP. 

Cambridge Lights lOO's lOOFSP. 

Craven A KFHP. 


CO “Tar” “Nicotine” 

ma/cig ma/cig mg/cig 


11.5±0.3 

11.5F0.2 

1L5±0.2 

11.5±0.2 

11.5±0.2 

11.6±0.2 

11.6±0.2 

11.6+0.3 

11.6+0.2 

11.7±0.3 

11.7+0.3 

11.7+0.2 

11.7+0.3 

11.7+0.2 

11.7+0.2 

11.7+0.2 

11.7+0.3 

11.8+0.2 

11.8+0.2 

11.8+0.3 

11 . 8 + 0.2 

11.9+0.2 

11.9+0.2 

11.9+0.2 

11.9+0.3 

11.9+0.2 

11.9+0.2 

11.9+0.3 

11.9+0.2 

12.0+0.3 

12.0+0.3 

12 . 1 + 0.2 

12.1+0.2 

12.2+0.2 

12.3+0.3 

12.3+0.3 

12.3+0.2 

12.2+0.2 

12.4+0.3 

12.5+0.3 

12.5+0.4 

12.5+0.3 

12.5+0.2 

12.5+0.3 


10 , 0 + 0.2 
12.7+0.2 
11.4+0.2 
12 . 1 + 0.2 
10 . 8 + 0.2 
10 , 6 + 0.2 
10 . 6 + 0.2 
11 . 1 + 0.2 
9.5 + 0.2 
9.4+0.2 
11.3+0.2 
10.2 + 0.2 
11.0+0.2 
10 . 0 + 0.2 
10 . 8 + 0.2 
13.3+0.3 
11 . 1 + 0.2 
9.4+0.1 
12.7+0.2 
11.3+0.4 
10 . 6 + 0.2 
11.5+0.1 
11.4+0.2 
11 . 2 + 0.1 
11 . 0 + 0.2 
11.7+0.2 
11.3+0.2 
11.9+0.3 
12.7+0.2 
11 . 6 + 0.2 
11 . 6 + 0.2 
11 . 0 + 0.1 
1L2+0.2 
11 . 6 + 0.2 
13.9+0.2 
11 . 2 + 0.2 
22.0+0.4 
10 . 6 + 0.2 
14.7+0.2 
13.9+0.2 
10.5+0.2 
11.5+0.2 
10.9 + 0.2 
13.6+0.2 


0.77+0.02 

1.32+0.03 

0.86+0.02 

0.90+0.02 

0.87+0.02 

0.86+0.01 

0.80+0.01 

0.86+0.01 

0.69+0.02 

0.69+0.01 

0.92+0.02 

0.81+0.01 

0.88+0.02 

0.74+0.01 

0.82+0.01 

1.00+0.02 

0.87+0.02 

0.68+0.01 

0.95+0.01 

0.82+0.03 

0.81+0.01 

0.83+0.01 

0.92+0.02 

0.90+0.01 

0.81+0.01 

0.90+0.02 

0.89+0.01 

0.86+0.02 

0.94+0.01 

0.97+0.02 

0.91+0.01 

0.82+0.01 

0.87+0.01 

0.92+0.02 

1.04+0.02 

0.95+0.02 

1.41+0.02 

0.80+0.02 

1.04+0.01 

1.03+0.02 

0.86+0.01 

0.81+0.01 

0.80+0.01 

1.10+0,02 


* Retested brand 
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Tobacco institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


Brand 


Magna Lites KFSP. 

Satin lOOFSP. 

Bristol Lights lOO's lOOFSP. 

Doral Lights lOO's Menthol lOOFMSP.. 

Pyramid Full Flavor Menthol KFMSP 
Players Lights 25's lOO’s Menthol lOOFMSP... 

Satin Menthol lOOFMSP. 

Lucky Strike Filters lOO's lOOFSP. 

Montclair Lights lOO's Menthol lOOFMSP...... 

Virginia Slims Lights 120's Menthol 120FMHP 

Virginia Slims lOOFSP... 

Pyramid Full Flavor KFSP. 

Century 25's Lights lOO’s Menthol lOOFMSP.. 

Kent lOOs Menthol lOOFMSP..... 

L & M 30’s lOO's lOOFSP. 

Players Lights 25's lOO's lOOFSP. 

Raleigh Extra Lights KFSP. 

Bristol Lights lOO's Menthol lOOFMSP. 

Cambridge Lights lOO’s Menthol lOOFMSP. 

Camel RNFSP. 

Kent 100s lOOFSP. 

Rothmans Special Mild KFHP. 

Viceroy Lights lOO's lOOFSP......... 

Camel Filters KFSP. 

Bucks Full Flavor KFSP. 

Lark lOOFSP. 

Style Lights Menthol lOOFMHP. 

Style Lights lOOFHP. 

Saratoga 120's Menthol 120FMHP. 

Montclair Lights lOO's lOOFSP. 

Hi-Lite lOOFHP. 

Pall Mall Red Filters KFSP.. 

Kent KFSP. 

Craven A Filter Standard Size RFHP. 

Lucky Strike KFHP... 

Lucky Strike KFSP. 

Belair Low Price lOO's lOOFMSP.. 

Belair Low Price KFMSP. 

Virginia Slims Lights 120's 120FHP. 

Kool RNFMSP. 

Viceroy KFHP. 

Viceroy Lights lOO's lOOFHP.... 

Pyramid Full Flavor lOO's lOOFSP. 

Marlboro KFSP. 

Class A Deluxe Full Flavor KFSP. 

Saratoga 120's i20FHP... 


CO 

mg/r.jg 

12.5±0.3 

12.5±0,4 

12.5±0.3 

12.5±0.3 

12.5±0.3 

12.6±0.2 

12.6±0.3 

12.6±0.2 

12.6±0.3 

12.6+0.3 

12.6+0.2 

12.6+0.3 

12.6+0.2 

12.7+0.3 

12.7+0.3 

12.7+0.3 

12.8+0.4 

12.8+0.3 

12.8+0.3 

12.8+0.4 

12.9+0.3 

12.9+0.2 

13.0+0.3 

13.0+0.2 

13.0+0,3 

13.0+0.3 

13.0+0,2 

13.0+0.3 

13.0+0.4 

13.1+0.3 

13.1+0.3 

13.1+0.3 

13.2+0.3 

13.2+0.3 

13.3+0.2 

13.3+0.3 

13.3+0.2 

13.3+0.2 

13.5+0.4 

13.5+0.4 

13.5+0.3 

13.5+0.3 

13.6+0.3 

13.6+0.3 

13.7+0.3 

13,7+0.3 


«Tar” 

mg/cig 

11.7+0.2 
10.9+0.2 
10.1+0.2 
9.4+0.2 
13.4+0.3 
11.4+0.2 
11.1+0.2 
13.4+0.1 
11.8+0.2 
13.3+0.3 
14.6+0.2 
13.9+0.2 
11.3 + 0.1 
12.7+0.1 
14.2 + 0.3 
11.2+0.2 
10.6+0.2 
10.6+0.2 
11.1+0.1 

21.8 + 0.3 
12.7+0.2 
12.9+0.2 

11.9 + 0.2 
14.7+0.3 
14.1+0.3 
13.7+0.2 
11.0+0.2 
10.9+0.2 
14.2+0.3 
12.2+0.1 
13.3+0.2 
15.2+0.2 
12.0+0.1 
19.5+0.3 
13.1+0.2 
13.0+0.2 
13.8+0.2 
14.5+0.3 
14.0+0.3 
20.7+0.6 
16.2+0.3 
12.2+0.1 
14.6+0.3 
15.6+0.3 
14.8+0.2 
14.4+0.3 
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“Nicotine” 

mg/cig 

0.84 + 0.02 
0.90+0.02 
0.84+0.02 
0.73+0.02 
1.02+0.03 
0.87+0.01 
0.93+0.02 
1 . 11 + 0.01 
0.96+0.01 
0.99+0.02 
1.05+0.02 
1.04+0.02 
0.84+0.01 
0.95+0.01 
1.07+0.02 
0.85+0.02 
0.71+0.01 
0.88+0.02 
0.83+0.01 
1.52+0.03 
0 . 94 + 0.01 
1.06+0.02 
0.93+0.02 
1.06+0.02 
0.98+0.02 
1.07+0.02 
0.86+0.01 
0.89+0.01 
1.07+0.03 
0.99+0.01 
1.09+0.02 
1.17+0.01 
0.86+0.01 
1 . 63 + 0.03 
1.02 + 0.02 
1.00+0.02 
1.18 + 0.01 
1.16+0,02 
1.05 + 0.02 
1.31+0.04 
1.13+0.02 
0.90 + 0.01 
1.15+0.03 
1 . 08 + 0.02 
1.07+0.02 
1.07+0.02 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


Brand 


Class A Deluxe Full Flavor lOO's lOOFSP. 

Malibu Filters KFSP. 

Raleigh KFSP. 

Pyramid Full Flavor lOO's Menthol lOOFMSP 

Pall Mall Gold Lights lOO's lOOFSP. 

Marlboro KFHP. 

Malibu Menthol KFMSP. 

Alpine KFMHP. 

Pyramid KNFSP. 

Benson & Hedges lOO's Menthol lOOFMSP... 

Heritage Lights 100s lOOFSP... 

Newport Stripes lOOFHP... 

Newport Stripes lOOFMHP. 

Doral Full Flavor KFSP ... 

Viceroy Super Long lOO's lOOFHP. 

Marlboro 25's KFSP. 

Pall Mall lOO's lOOFSP. 

Montclair Full Flavor KFSP. 

Richland Lights 25's lOO's lOOFSP. 

Viceroy KFSP. 

Old Gold Lights 100s lOOFSP. 

Chesterfield KNFSP. 

Alpine lOO's lOOFMSP. 

Raleigh Lights lOO's lOOFSP. 

Richland 20's Lights lOO's lOOFSP. 

Winston KFSP. 

Pall Mall Red Filters lOO's lOOFSP. 

Tall 120's Menthol 120FMSP. 

Benson & Hedges lOO's Menthol lOOFMHP,, 

Richland 25's KFSP.. 

Richland 20's KFSP. 

American Filter King KFSP.. 

Doral Full Flavor Menthol KFMSP. 

Raleigh Extra Lights lOO's lOOFSP..... 

Malibu lOO's lOOFSP . 

Players RNFHP. 

St. Moritz Filter lOOFSP. 

Dakota KFHP. 

Alpine KFMSP. 

Cambridge Full Flavor KFSP. 

Benson & Hedges lOO's lOOFHP.. 

St. Moritz Filter Menthol lOOFMSP.. 

Marlboro lOO's lOOFSP. 

English Ovals KNFHP. 

Magna KFSP.... 

Richland 20's Menthol KFMSP. 


CO 


“Tar” 


‘Nicotine’ 


Eiis/cifi 

me/cie 

ms/cis 

13.7±0,3 

14.6 + 0.2 

1.11+0.02 

13.7±0.4 

15.5+0.3 

1.19+0,02 

13.7±0.3 

14.9+0.2 

0.95+0.01 

13.7L0.2 

14.5+0.2 

1.13+0.02 

13.8±0.2 

14.6+0.2 

1.16+0.02 

13.9±0.3 

15.8+0.2 

1.06+0.01 

13.9L0.3 

16.0+0.3 

1.27+0.02 

13.9±0.2 

15.3+0.2 

1.03+0.02 

13.9±0.4 

21.4+0.4 

1.33+0.03 

14.0±0.3 

15.4+0.2 

1.10+0.02 

14.0±0.3 

11.1+0.2 

0.91+0.02 

14.0i0.4 

11.2+0.2 

0.91+0.02 

14.0±0.4 

11.2+0.2 

0.86+0.01 

14.0±0.2 

15.4+0.2 

1.18+0.02 

14.1±0.3 

16.4+0.2 

1.19+0.02 

14.1 ±0.4 

16.3+0.3 

1.12+0.02 

I4.1±0.2 

15.1+0.2 

1.19+0.02 

14.1±0.4 

16.0+0.3 

1.21+0.03 

14.1±0.4 

12.6+0.2 

0.94+0,01 

14.2+0.3 

16.7+0.2 

1.19+0.02 

14.2+0.3 

11.7+0.2 

0.95+0.02 

14.2±0.3 

22.2+0.3 

1.40+0.03 

14.2±0.3 

14.9+0.2 

1.06+0.02 

14.2±0,4 

12.3+0.3 

0.94+0.02 

14.2+0.3 

12.7+0.2 

0.98+0.02 

14.3+0.4 

18.2+0.3 

1.54+0.03 

14.3+0.3 

15.4+0.2 

1.17+0.01 

14.3+0.3 

15.6 + 0.4 

1.41+0.03 

14.4+0.3 

15.6+0.3 

1.14+0.02 

14.4+0.4 

16.6+0.2 

1.17+0.02 

14.5+0.3 

16.9+0.2 

1.21+0.02 

14.5+0.3 

16.4+0.3 

1.26+0.03 

14.7+0.3 

16.0+0.3 

1.17+0.03 

14.7+0.4 

11.9+0.2 

0.81+0.01 

14.7+0.3 

15.4+0.2 

1.20+0.02 

14.8 + 0.3 

24.7+0.5 

1.80+0.04 

14.8+0.3 

14.6+0.2 

1.07+0.02 

14.8+0.3 

16.5+0.3 

1.21+0.02 

14.8+0.4 

15,0+0.3 

0,99+0,02 

14.8 + 0.3 

16.9+0.3 

1.11+0.02 

14.9+0.3 

15.7+0.3 

1.14+0.02 

15.0 + 0.2 

14.9+0.1 

1.13+0.02 

15.0+0.2 

16.4+0.2 

1.17+0.02 

15.1+0.6 

24.3 + 0.5 

1.91 ±0.04 

15.1+0.3 

15.4+0.3 

1.15+0.03 

15.2+0.3 

16.0+0.2 

1.08+0.02 
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Tobacco Institute Testing Laboratory 


Market Sample 34 


Sorted 


Carbon Monoxide Results 


Brand 


CO 

ni 2 /ci 2 

“Tar” 

“Nicotine” 

ma/cis 

...I5.3±0.4 

16.4+0.6 

1.17+0.05 

...15.4±0.3 

15.4+0.2 

1.03+0.02 

..,15.4±0,4 

14.1+0.3 

1.01+0.02 

...15.4+0.2 

16.5+0.2 

1.18+0.02 

...I5.4±0.3 

15.6+0.2 

1.04+0.02 

...15.4±0.2 

15.2+0.2 

1.00+0.01 

...15.4±0.4 

16.2+0.3 

1.14+0.02 

...15.4±0.3 

17.5+0.2 

1.24+0.02 

...15.4±0.3 

14.5+0.3 

1.28+0.03 

.,.15.5±0.3 

16.0+0.3 

1.13+0.02 

...15.5±0.2 

16.2+0.2 

1.14+0.02 

...15.5±0.3 

14.8+0.2 

1.10+0.03 

..-15.5±0,4 

15.9+0.2 

1.03+0.02 

...15.5±0.3 

17.3+0.3 

1.24+0.03 

...15.5±0,2 

16.2 + 0.2 

1.21+0.01 

...15.5±0.3 

15.9+0.2 

1.14+0.02 

.,,15.6±0.4 

16.4+0.3 

1.27+0.02 

...15.6±0.4 

17.3+0.3 

1.21+0.03 

...15.6±0.4 

16.9+0.3 

1.20+0.02 

...15.7±0.3 

17.4+0.4 

1.32+0.03 

...15.7±0.4 

17.0+0.3 

1.27+0.02 

...15.7±0.4 

23.4+0.5 

1.38+0.03 

,..15,8±0.3 

16.7+0.2 

1.23+0.02 

...15.8+0.4 

16.0+0.2 

1.15+0.02 

...15.9+0.3 

15.2+0.2 

1.08+0.02 

...15.9+0.5 

15.5 + 0.3 

1.24+0.02 

...15.9+0.3 

16.4+0.2 

1.09+0.02 

...16.0+0.4 

11.7 + 0.3 

0.93+0.02 

...16.0+0.3 

16.1+0.2 

1.17+0.01 

...16.0+0.5 

26.7+0.5 

1.67+0.03 

...16.0+0.5 

24.7+0.5 

1.62+0.04 

...16.0+0.4 

15.6+0.2 

1.25+0.02 

...16.1+0.4 

17.6+0.3 

1.30+0.03 

...16.1+0.3 

16.4+0.3 

1.24+0.02 

...16.2+0.4 

27.1+0.3 

1.70+0.02 

...16.3+0.3 

16.0+0.2 

1.17+0.02 

...16.3+0.3 

11.7+0.3 

0.98+0.03 

...16.3+0.3 

16.6+0.3 

1.08+0.02 

...16.3+0.3 

15.6+0.2 

1.19+0.02 

...16.4+0.4 

16.9+0.2 

1.10+0.02 

...16.5+0.4 

25.6+0.4 

1.75+0.03 

...16.6+0.4 

15.S+0.3 

1.19+0.02 

...16.6+0.3 

13.6+0.2 

1,02+0.01 

...16.8+0.4 

14.7+0.3 

1.04+0.03 

...16.9+0.4 

17.2+0.3 

1.30+0.03 

...16.9+0.4 

16.9+0.3 

1.25+0.02 
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Tobacco Institute Testing Laboratory 
Market Sample 34 
Sorted Carbon Monoxide Results 


CO “Tar” “Nicotine” 


Brand 


ma/cis 


mg/ci£ 


mg/cis 


Raleigh Extra KFSP. 

More Lights 120s Menthol 120FMSP 

Newport 25's KFMSP. 

Winston 100's iOOFSP. 

Newport KFMSP. 

Bristol Full Flavor lOO's IOOFSP. 

Herbert Tareyton KNFSP. 

More Lights 120s 120FSP. 

Tall 120’s 120FSP. 

Old Gold Straights KNFSP. 

Raleigh Extra lOO's IOOFSP .. 

Old Gold Filter lOO's IOOFSP. 

Newport lOO's lOOFMHP. 

Newport lOO's lOOFMSP. 

Century 25's lOO's IOOFSP. 

Newport 25's lOO's lOOFMSP. 

More 120s 120FSP. 

More 120s Menthol 120FMSP. 

Spring lOO's Menthol lOOFMSP. 


16.9±0.5 
17.1 ±0.5 
17.1+0.3 
17.3+0.2 
17.4+0.4 
17.5±0.4 
17.7±0.3 
17.7+0.6 
17.8+0.4 
18.3+0.3 
18.4+0.3 
18.5+0.4 
18.6+0.4 
18.7+0.4 
18.8+0.4 
18.9+0.3 
19.3+0.4 
19,5+0.4 
19.5+0,4 


17.5+0.3 

H.5+0.4 

17.3+0.2 

17.0+0.2 

17.2+0.2 

15.3+0.3 

25.4+0.5 

11.7+0.3 

17.2+0.3 

26.3+0.4 

15,6+0.2 

18.1+0.3 

18.6+0.3 

18.6+0.3 

15.8+0.3 

18.4+0.2 

16.1+0.3 

16.5+0.4 

19.0+0.3 


1.03+0.02 

0.98+0.03 

1.27+0.02 

1 . 11 + 0.02 

1.27+0.02 

1 . 12 + 0.02 

1.65+0.03 

0.92+0.02 

1.38+0,03 

1.83+0.04 

0.95+0.02 

1.38+0.02 

1.43+0.02 

1.45+0.02 

1.18+0.03 

1.40+0.02 

1.23+0.02 

1.37+0.03 

1.46+0.03 
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Appendix C -- Butt Lengths 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand 


Length - min 


Alpine KFMHP. 

Alpine KFMSP. 

Alpine lOO's lOOFMSP. 

Alpine Lights KFMHP. 

Alpine Lights KFMSP. 

Alpine Lights lOO's lOOFMSP. 

American Filter King KFSP. 

American Filter lOO's lOOFSP. 

American Lights KFSP. 

American Lights lOO's lOOFSP. 

American Lights lOO's Menthol lOOFMSP 

Belair KFMSP. 

Belair lOO's lOOFMSP. 


Belair Low Price KFMSP. 

Belair Low Price lOO's lOOFMSP. 

Belair Low Price Lights KFMSP. 

Belair Low Price Lights lOO's lOOFMSP. 

Benson & Hedges KFHP.. 

Benson & Hedges lOO's lOOFHP. 

Benson & Hedges lOO's Menthol lOOFMHP. 

Benson & Hedges lOO's lOOFSP.... 

Benson & Hedges lOO's Menthol lOOFMSP. 

Benson & Hedges Deluxe Ultra Lights lOO's lOOFHP. 

Benson & Hedges Deluxe Ultra Lights lOO's Menthol lOOFMHP 

Benson & Hedges Lights lOO's lOOFHP. 

Benson & Hedges Lights lOO's Menthol lOOFMHP. 

Benson & Hedges Lights lOO's lOOFSP. 

Benson & Hedges Lights lOO's Menthol lOOFMSP. 

B & H Multifilter KFSP. 

B & H De-Nic KFHP. 


B & H De-Nic Menthol KFMHP... 

B & H De-Nic lOO's lOOFHP. 

B & H De-Nic lOO's Menthol lOOFMHP. 

Bristol KNFSP. 


Bristol Full Flavor KFSP. 

Bristol Full Flavor lOO's lOOFSP 


Bristol Lights KFSP. 

Bristol Lights Menthol KFMSP...... 

Bristol Lights lOO's lOOFSP. 

Bristol Lights lOO's Menthol lOOFMSP. 

Bucks Full Flavor KFSP. 

Bucks Lights KFSP ...... 

Bull Durham KFHP. 

Bull Durham Lights KFHP.... 

Cambridge Full Flavor KFSP..... 


27,28,29 

27.28.29 
34,35,36 
33,34,35 

33.34.35 
38,39,40 
26,27,28 

34.35.36 

32.33.34 
34,35,36 

34.35.36 

33.34.35.36 
38,39,40 

28.29.30 

35.36.37 

35.36 

38,39,40,41 

33.34 

34.35.36 

34.35.36 

35.36 

34.35.36 
38,39,40 
38,39,40 
38,39,40,41 
38,39,40 
38,39,40 
38,39,40 
32.5,33,33.5 

33.34.35.35.5.36.37 

34.35.35.5.36 
38,39,40 

38.39.40 
23 

28,29 

39.40 

34.35.36 
34,35,36 
38,39,40,41 

38.5.39.40 
28,29 
33,34,35 

32.33.34 
32,33,34 
28 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand _____ Length - nmi 


Cambridge Full Flavor lOO's lOOFSP.36,38,39,40,42 

Cambridge Lights KFSP.32,33,34,35 

Cambridge Lights Menthol KFMSP...33,34,34.5,35 

Cambridge Lights lOO's lOOFSP...38,39,40 

Cambridge Lights lOO's Menthol lOOFMSP.38,39,40 

Cambridge Ultra Low Tar lOO's lOOFSP.38,39,40 

Camel RNFSP.:.23 

Camel Filters KFHP.26,27,28,29 

Camel Filters KFSP...28,29 

Camel Filters lOO’s lOOFSP. 33,34,35,36,37 

Camel Lights KFHP.33,34,35 

Camel Lights KFSP.33,34,35 

Camel Lights lOO's lOOFSP.37,38,39 

Camel Ultra Lights KFHP.33,34,35 

Camel Ultra Lights KFSP. 33,34,34.5 

Camel Ultra Lights lOO's lOOFHP.37,38,39 

Capri lOOFHP. 34,34.5,35 

Capri Menthol lOOFMHP.34,34.5,35 

Capri Super Slim I20's 120FHP... 38,39,40 

Capri Super Slim 120's Menthol 120FMHP.38,39,40 

Carlton Ultra KFHP...39,40 

Carlton KFSP...32,33,34,35 

Carlton Menthol KFMSP.32,33,34 

Carlton 83 KFHP.32,33 

Carlton lOO's lOOFHP. 37,38,38.5,39 

Carlton lOO's Menthol lOOFMHP. 37,38,39 

Carlton lOO's lOOFSP.37,38,39 

Carlton lOO's Menthol lOOFMSP. 37,37.5,38,38.5,39 

Carlton 120's 120FSP...38,39 

Carlton 120's Menthol 120FMSP.38,39 

Cartier 100 lO’s lOOFHP.,.32,33 

Cartier 100 lO’s Menthol lOOFMHP .32,33 

Cartier 100 20's lOOFHP.. 31,32,33 

Cartier 100 20’s Menthol lOOFMHP.31,32,33 

Century 25's (25) KFSP.29.5,30,31 

Century 25's lOO's lOOFSP.38,39 

Century 25's Lights (25) KFSP.29,30,31 

Century 25's Lights lOO's lOOFSP.37,38,39 

Century 25's Lights lOO's Menthol lOOFMSP.36,37,38 

Chelsea lOOFHP.37,37.5,38 

Chesterfield RNFSP.23 

Chesterfield KNFSP.23 

Chesterfield Filter Lights KFSP. 31,32,33,34,35 

Chesterfield Filter Lights lOO's lOOFSP.38,39 

Class A Deluxe Full Flavor KFSP.32,33,34 

Class A Deluxe Full Flavor lOO's lOOFSP. 37,38,38-5 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand 


Length - nun 


Class A Deluxe Lights KFSP. 

Class A Deluxe Lights lOO's lOOFSP.... 

Class A Deluxe Ultra Lights lOO’s lOOFSP. 

Commander RNFSP.. 

Commander KNFSP.... 

Dakota KFHP. 

Dakota Lights KFHP. 

Doral Full Flavor KFSP. 

Doral Full Flavor Menthol KFMSP. 

Doral Full Flavor lOO's lOOFSP. 

Doral Full Flavor lOO's Menthol lOOFMSP. 

Doral Lights KFSP. 

Doral Lights Menthol KFMSP. 

Doral Lights lOO's lOOFSP. 

Doral Lights lOO's Menthol lOOFMSP. 

Doral Ultra Lights KFSP..... 

Doral Ultra Lights lOO's lOOFSP... 

English Ovals KNFHP. 

Eve Ultra Lights Slim lOO’s lOOFHP. 

Eve Ultra Lights Slim lOO's Menthol lOOFMHP 

Eve Lights 120's 120FHP. 

Eve Lights 120's Menthol 120FMHP. 

Eve Ultra Lights Slim 120's 120FHP. 

Eve Ultra Lights Slim 120's Menthol 120FMHP 

Harley Davidson KFSP... 

Harley Davidson Lights KFSP.... 

Herbert Tareyton KNFSP. 

Heritage Lights KFSP. 

Heritage Lights 100s lOOFSP .... 

Hi-Lite lOOFHP. 

Horizon Lights lOOFSP. 

Horizon Lights Menthol lOOFMSP. 

Kent Golden Lights KFHP. 

Kent Golden Lights KFSP... 

Kent Golden Lights Menthol KFMSP. 

Kent Golden Lights lOOs lOOFHP. 

Kent Golden Lights 100s lOOFSP .. 

Kent Golden Lights 100s Menthol lOOFMSP .... 

Kent KFHP. 

Kent KFSP. 

Kent 100slOOFSP. 

Kent 100s Menthol lOOFMSP.... 

Kent III Ultra Lights KFSP. 

Kent III Ultra Lights 100s lOOFHP. 

Kent III Ultra Lights lOOs lOOFSP. 

Kool RNFMSP. 


32.33.34 
38 

38 

23 

23 

25,26 

29,30,31 

27,27.5,28,29 

27.27.5.28 

36.5.37.38.39 

37.37.5.38 

32.33.34.35 

33.33.5.34.35 

37.38 

37 . 38.39 

33.5.34 

37.38 
23 

37.38.39 

38.38.5.39 
37.5,38,38.5 

38.38.5.39 

37.37.5.38.39 

37.5.38.39 

28.28.5.29 

35.36 
23 

33.34.35.36 

36 . 37.38 
35 

38.39 
36,37 

32.33.34 

34.35.36 

34.34.5.35 

35.36.37 

35.36.37.38.39 

36.37 

28.29 

28.28.5.29 

36.36.5.37 
36 , 37,38 

34.35.36 

35.36.37 
35,36,37 
23 
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Tobacco Institute Testing Laboratory 
Market Sample 34 


Butt Lengths 


Brand 


Length - mm 


Kool KFMHP.26,27,29,30 

Kool KFMSP.29,30 

Kool Super Longs lOO's lOOFMSP.35,36 

Kool Lights KFMSP.34.5,35,35.5 

Kool Lights lOO's lOOFMSP.38,38.5,39 

Kool Deluxe Lights KFMHP.34.5,35,35.5 

Kool Deluxe Lights lOO’s lOOFMHP.39,40 

Kool Deluxe Ultra KFMHP. 34,34.5,35 

Kool Deluxe Ultra lOO's lOOFMHP.39 

Kool Milds KFMHP.28,28.5,29,29.5 

Kool Milds KFMSP.34,35 

Kool Milds lOO's lOOFMSP. 38,39,40 

Kool Ultra KFMSP.34,34.5,35,35,5 

Kool Ultra lOO’s lOOFMSP. 37.5,38,39 

L&MKFHP.33,34 

L&MKFSP.;.33,34 

L & M Super 100 lOOFSP. 37,38,39 

L & M Long Lights lOOFSP.35,36,37,38,39,40,41 

L & M 30's lOO’s lOOFSP. 37,38,39 

L & M 30's Lights lOO’s lOOFSP.37,38,39 

L & M 30’s Ultra Lights lOO’s lOOFSP.37,38,39 

Lark KFSP.33,34 

Lark lOOFSP.35,36 

Lark Lights KFSP.32,32.5,33,33.5 

Lark Light lOO's lOOFSP.37,38,39 

Lucky Strike RNFSP.23 

Lucky Strike KFHP. 32,33,33.5 

Lucky Strike KFSP.31,32,32.5,33,33.5 

Lucky Strike Filters lOO's lOOFSP.34,35 

Lucky Strike Lights KFSP. 32.5,33,33.5 

Lucky Strike Lights lOO’s lOOFSP...34,35,36 

Magna KFHP.26,27,27.5,28,29 

Magna KFSP...27,28,29 

Magna Lites KFHP.29,30,31,33,34,35 

Magna Lites KFSP... 33,34,35,36 

Malibu Filters KFSP.26,27,28 

Malibu Menthol KFMSP...26,27,28 

Malibu lOO’s lOOFSP. 34,35,36 

Malibu Menthol lOO's lOOFMSP. 34,35,35.5,36 

Malibu Lights KFSP.32,32.5,33,33.5,34 

Malibu Lights lOO's lOOFSP.34,35,35.5,36,37 

Malibu Ultra Lights lOO's lOOFSP. 37,38,39 

Marlboro KFHP.26,27 

Marlboro KFSP.28,29 

Marlboro Menthol KFMSP.28,29 

Marlboro lOO's lOOFHP.35 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand _ Length - mm 

Marlboro lOO's lOOFSP. 34,34.5,35 

Marlboro 25's KFSP.28,29 

Marlboro Lights KFHP...33,33.5,34,35 

Marlboro Lights Menthol KFMHP... 33.5,34,34.5,35 

Marlboro Lights KFSP.33,33.5,34,34.5 

Marlboro Lights lOO's lOOFHP.38,38.5,39,39.5 

Marlboro Lights lOO’s Menthol lOOFMHP.38,38.5,39,39.5,40 

Marlboro Lights LOO's lOOFSP.....38,39,40 

Marlboro Lights 25’s KFSP.33,33.5,34,34.5,35 

Marlboro Ultra Lights KFHP.34.5,35 

Marlboro Ultra Lights lOO's lOOFHP. 38,39,40 

Max 120s 120FSP. 37,38,39 

Max 120s Menthol 120FMSP.. 37,38,39 

Merit KFHP..35 

Merit KFSP. 35,35.5,36 

Merit Menthol KFMSP.35,36 

Merit lOO’s lOOFSP...39,40 

Merit lOO's Menthol lOOFMSP.39,40 

Merit Ultra Lights KFHP.34,35 

Merit Ultra Lights KFSP.34,34.5,35,35.5,36 

Merit Ultra Lights Menthol KFMSP...34,35 

Merit Ultra Lights lOO's lOOFHP. 38,39,40 

Merit Ultra Lights lOO's lOOFSP.38,39 

Merit Ultra Lights lOO's Menthol lOOFMSP.. 38,39,40 

Misty Slims lOO's Lights lOOFHP.38,39,40 

Misty Slims lOO's Lights Menthol lOOFMHP... 38,39,39.5 

Montclair Full Flavor KFSP.. 27,28 

Montclair Full Flavor lOO's lOOFSP.38,39 

Montclair Lights KFSP..... 32,33,34 

Montclair Lights Menthol KFMSP. 32,33,34 

Montclair Lights lOO's lOOFSP.37,38,39 

Montclair Lights lOO's Menthol lOOFMSP.38,39 

Montclair Ultra Lights lOO's lOOFSP.34,37,38,39,42 

More 120s 120FSP.41,42,43 

More 120s Menthol 120FMSP.41,42,43 

More Lights lOOs lOOFHP....36,37,38,39 

More Lights 100s Menthol lOOFMHP.37,38,39 

More Lights 120s 120FSP.41,42,43 

More Lights 120s Menthol 120FMSP.42 

More White Lights 120s 120FSP.41,42,42.5,43 

More White Lights 120s Menthol 120FMSP.42,42.5,43 

Newport KFMHP.28,29,30 

Newport KFMSP.^.28,29,30 

Newport lOO's lOOFMHP.36,37 

Newport lOO's lOOFMSP.... 36,37 

Newport 25's KFMSP.28,29,30 


Rev. 3/19/92 


66 


PM3001014894 


Source: https://www.industrydocuments.ucsf.edu/docs/jqkk0001 






















































Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand 


Length - mm 


Newport 25's lOO's lOOFMSP. 

Newport Lights KFMHP. 

Newport Lights KFMSP. 

Newport Lights lOO's lOOFMHP. 

Newport Lights lOO's lOOFMSP. 

Newport Stripes lOOFHP. 

Newport Stripes lOOFMHP............ 

Newport Stripes Slim Lights lOOFMHP. 

Next De-Nic KFSP. 

Next De-Nic Menthol KFMSP. 

Next De-Nic 100 lOOFSP. 

Now KFHP. 

Now KFSP. 

Now Menthol KFMSP. 

Now 100s lOOFHP. 

Now 100s lOOFSP. 

Now 100s Menthol lOOFMSP. 

Old Gold Straights KNFSP. 

Old Gold Filters KFSP. 

Old Gold Filter lOO’s lOOFSP. 

Old Gold Lights KFSP. 

Old Gold Lights 100s lOOFSP. 

Pall Mall KNFSP... 

Pall Mall lOO’s lOOFSP.-.. 

Pall Mall Gold Lights lOO's lOOFSP. 

Pall Mall Lights lOO's lOOFSP. 

Pall Mall Red Filters KFSP. 

Pall Mall Red Filters lOO's lOOFSP. 

Parliament Lights KFHP. 

Parliament Lights KFSP... 

Parliament Lights lOO's lOOFSP. 

Philip Morris International lOOFHP. 

Philip Morris International Menthol lOOFMHP 

Players RNFHP. 

Players KFHP. 

Players Menthol KFMHP. 

Players lOO's lOOFHP. 

Players lOO's Menthol lOOFMHP. 

Players Lights 25's KFSP..,,,,.,..,,..,,,,.....,,. 

Players Lights 25’s Menthol KFMSP. 

Players Lights 2S's lOO's lOOFSP. 

Players Lights 25's lOO's Menthol lOOFMSP.. 

Pyramid KNFSP. 

Pyramid Full Flavor KFSP. 

Pyramid Full Flavor Menthol KFMSP. 

Pyramid Full Flavor lOO's lOOFSP ... 


36.37 

32.32.5.33.33.5.34 

34.35 

35,36,37,38 

35.35.5.36.36.5.37 

35.5.36.36.5.37 

36.36.5.37 

37.37.5.38 
35 

35 

38,39,40 

34.34.5.35 

33.34.34.5.35 
33,34,34.5 

38.39 

37.38.38.5.39 

38.39 
23 

28,29 

36,37 

35,36 

35.36.37.38 
23 

35,36 

35,36 

37.38.39 
27,28 
35,36 

32.33.34 

32.32.5.33.34.35 

38.39.40 
35,36 
35,36 
23 

35.36 

34.35.36 

39.40 

39.40 

33.34.35 

33.5.34.34.5.35 

38.38.5.39.39.5.40 

39.39.5.40 
23 

32,33,34 

30.32.33.34.35 
37,37.5,38,38.5,39 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand 


Length - mm 


Pyramid Full Flavor lOO's Menthol lOOFMSP 

Pyramid Lights KFSP. 

Pyramid Lights lOO's lOOFSP. 

Pyramid Lights lOO's Menthol lOOFMSP. 

Pyramid Ultra Lights lOO's lOOFSP. 

Raleigh KNFSP. 

Raleigh KFSP. 

Raleigh lOO’s lOOFSP. 

Raleigh Lights KFSP. 

Raleigh Lights lOO's lOOFSP. 

Raleigh Extra KFSP... 

Raleigh Extra lOO's lOOFSP. 

Raleigh Extra Lights KFSP. 

Raleigh Extra Lights Menthol KFMSP. 

Raleigh Extra Lights lOO's lOOFSP. 

Raleigh Extra Lights lOO's Menthol lOOFMSP 

Richland 20's KFSP. 

Richland 20's Menthol KFMSP. 

Richland 20’s lOO’s lOOFSP. 

Richland 20's lOO's Menthol lOOFMSP. 

Richland 20's Lights KFSP. 

Richland 20's Lights lOO's lOOFSP. 

Richland 25's KFSP. 

Richland 25's Menthol KFMSP. 

Richland 25's lOO's lOOFSP. 

Richland Lights 25'5 KFSP.. 

Richland Lights 25's lOO's lOOFSP. 

Ritz 100s lOOFHP. 

Ritz 100s Menthol lOOFMHP. 

Salem KFMHP. 

Salem KFMSP. 

Salem lOO's lOOFMSP. 

Salem Lights KFMSP. 

Salem Lights lOO’s lOOFMHP. 

Salem Lights lOO’s lOOFMSP. 

Salem Slim Lights lOO's lOOFMHP... 

Salem Ultra Lights KFMSP... 

Salem Ultra Lights lOO's lOOFMSP. 

Saratoga 120's 120FHP. 

Saratoga 120's Menthol 120FMHP. 

Satin lOOFSP. 

Satin Menthol lOOFMSP. 

Silva Thins Filters lOOFHP...... 

Silva Thins Menthol lOOFMHP. 

Spring lOO's Menthol lOOFMSP. 

Sterling lOOFSP. 


38.39 

32,32.5,33,33.5,34 

37.5.38.38.5 

37.38.39 

37.38.39 
23 

29.30 

35.36 

34.35.36 
38,38.5,39,40 

28.28.5.29.29.5.30 

38.38.5.39.40 

34.34.5.35.35.5.36 

34.34.5.35.35.5.36 

38.5.39.39.5.40 

38.38.5.39.39.5.40 

28.29.29.5.30 

28.28.5.29.30 

35.36 

35.36 

34.35.36 

38.39.39.5 

29.30 
29,30 

35.36 

34.34.5.35.35.5.36 

38.38.5.39.39.5 

37.38.39.40 

37.38.39.40 
26 

28,28.5,29 

33.34.34.5.35.35.5 

33.5.34.34.5.35 

37.37.5.38.38.5.39 

37.5.38.38.5 

37.38.38.5.39 

34.35 

36.36.5.37.38.38.5.39 

39.40 

39.40 
36,37 

35.36.37.38 

38.39.40 
38,39,40 

36.37.38 

34.34.5.35 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand 


Length - mm 


Sterling Menthol lOOFMSP. 

Sterling Lights lOOFSP... 

Sterling Lights Menthol lOOFMSP. 

Style Lights lOOFHP. 

Style Lights Menthol lOOFMHP. 

Style Ultra Lights lOOFHP. 

Tall 120's 120FSP. 

Tall 120's Menthol 120FMSP. 

Tareyton KFSP... 

Tareyton lOO's lOOFSP... 

Tareyton Lights KFSP. 

Tareyton Long Lights lOOFSP. 

Triumph KFSP. 

Triumph Menthol KFMSP. 

Triumph 100s lOOFSP... 

Triumph 100s Menthol lOOFMSP. 

True KFSP. 

True Menthol KFMSP. 

True lOO's lOOFSP . 

True lOO's Menthol lOOFMSP. 

Vantage KFSP.. 

Vantage Menthol KFMSP .. 

Vantage 100s lOOFSP. 

Vantage 100s Menthol lOOFMSP. 

Vantage Ultra Lights KFSP....... 

Vantage Ultra Lights 100s lOOFSP. 

Viceroy KFHP.. 

Viceroy KFSP..... 

Viceroy Super Long lOO's lOOFHP. 

Viceroy Super Long lOO's lOOFSP. 

Viceroy Lights KFHP. 

Viceroy Lights KFSP... 

Viceroy Lights lOO's lOOFHP .... 

Viceroy Lights lOO's lOOFSP. 

Virginia Slims lOOFSP... 

Virginia Slims Menthol lOOFMSP. 

Virginia Slims Lights lOOFHP. 

Virginia Slims Lights Menthol lOOFMHP. 

Virginia Slims Lights 120’s 120FHP. 

Virginia Slims Lights 120's Menthol 120FMHP. 

Virginia Slims Ultra Lights 100 lOOFHP. 

Virginia Slims Ultra Lights 100 Menthol lOOFMHP 

Virginia Slims Superslims 100 lOOFHP. 

Virginia Slims Superslims 100 Menthol lOOFMHP . 

Winston KFHP. 

Winston KFSP. 


33.33.5.34.34.5.35 

37.37.5.38.38.5.39 

37.37.5.38.38.5 

36.36.5.37.37.5 

36.36.5.37 

36.37 

37.38.39 

37.38.39 

27.28 

35.36 

32.33.34.35.36.37.38 

34.35.36 

34.35.36 

34.34.5.35.35.5 

36.36.5.37 

35.36.5.37 
32,33 
32,33 

36.36.5.37 

36.36.5.37.38 

32.33.33.5.34 

33.34 

36.36.5.37.37.5.38.40 

38.39 

33.34.35 

37.38 

28.28.5.29 
28,29,30 

35.36 

35.36 

34.34.5.35.35.5.36 

34.34.5.35.35.5 

38.38.5.39.39.5 

38.5.39.40 

34.34.5.35.35.5 

34.35.35.5.36 

39.40 

38.38.5.39.39.5.40 

38.5.39.39.5 

38.39.39.5 
38,38.5,39,39.5,40 
38,38.5,39,39.5,40 

34.35.36 

35.35.5.36 

25.26.27.28 

28.29 
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Tobacco Institute Testing Laboratory 
Market Sample 34 

Butt Lengths 


Brand _ Length - mm 


Winston lOO’s lOOFSP.34,35,36 

Winston Lights KFHP.30.5,31,33,33.5,34 

Winston Lights KFSP.33,33.5,34,34.5 

Winston Lights lOO's lOOFHP.37,38 

Winston Lights lOO’s lOOFSP.37.5,38,38.5,39 

Winston Ultra Lights KFSP.33,33,5,34 

Winston Ultra Lights lOO’s lOOFSP.37,37.5,38,38.5,39 

Craven A KFHP.24,25,27,28 

Craven A Filter Standard Size RFHP.23 

Dunhill International lOOFHP.... 31 

Dunhill Menthol lOOFMHP.31,32 

Du nhi ll Menthol Mild lOOFMHP.30,31,31.5,32 

Dunhill Int. Superior Mild lOOFHP.31 

Rothmans KFHP.24,25 

Rothmans Special Mild KFHP...... 27,23 

St. Moritz Filter lOOFSP........35,36 

St. Moritz Filter Menthol lOOFMSP.36 
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